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OUR BUSINESS METHOD 

The FARM JOURNAL gives no chromos, puffs no 
swindles, inserts no humbug ‘advertisements, and 
does not devote one-half its space to telling how good 
the other half is. It is furnished to single subscri- 


bers 5 years for $1, and 10 years for $1.50; to sub- ~ 


scribers.in Philadelphia, Canada, and foreign coun- 
tries (except Mexico and Cuba) 5 years for $1.50, as 
we must pay extra postage. Its motto: No partisan 
politics, but farmers at the first table, no truce to 
— and fair — to all men. 





FAIR PLAY 


We believe, through careful inquiry, that all the 
advertisements in this paper are signed by trust- 


| worthy persons, and to prove our faith by works, 


we will make good to actual subscribers any loss 
sustained by trusting advertisers who prove to be 
deliberate swirdiers. Rogues shall not ply their trade 
at the expense of ouir subscribers whoare our friends, 
through the medium of these columns; but we shall 
not attempt to adjust trifling disputes between sub- 
scribers and honorable business men who advertise, 
nor pay the debts of honest bankrupts. This offer 
holds good one month after the transaction causing 
the complaint; that is, we must have notice within 
that time. Medical advertisements positively re- 
fused. - In all cases in writing to advertisers say. “I 
saw your advertisement in the FARM JOURNAL.” 


Softly, joo See dreaming delightfully, 
Snowy with blossoms and fragrant with 
bloom, 
Sweet May is with us and capering fright- 
Sully, — 
Stand back, you clumsy ones, give the 
lass room ! 
Bubbling with mirth and with laughter 
uproarious, 
Bringing earth joy and a wealth of the 


Spring ; 
See, as they greet her and crown her vic- 








Everything earthy endeavors to sing! 
H. J. DANCE. 


Do one thing—and then another. 

Got that barn whitewashed yet? 
Idle bodies are generally busybodies. 
What has become of the old-fashioned 


Practical not Fancy Farming. 


man who rode in his buggy with his foot 
on the step? 

Did you kill that heifer calf? What 
a pity ! 

God is a good worker but He loves to 
be helped. — 

Go forth to meet the spring with a 
springing step. 

May is a good month to dig weeds; also 
to stop all bad habits. 


+ —— “ 


WHEN FIELDS GROW GREEN 
BY EMMA A. LENTE 
When fields grow green, the city seems a 
prison ; 
The feet rebe! against the pavilidtones: ~ 
The spirit chafes; and wearies like a captive, 
And noises of the streets are monotones. 


When fields grow green with rains and suns 
and dew-fall, 
How blest are they who tread the spring- 
‘ing sod, 
And breathe the air of glad up-country 
places, 
And find no cloud between their souls 
and God. 


When fields grow green, dear Mother Earth 
invites us 
To lie upon her bosom and find rest ; 
She has such soothing powers and charms 
of healing, 
And sends us back to labor with new zest. 


When fields grow green — oh, miracle of 
seeing 

Swift transformation of the sodden earth! 
What wonder that the veins run quick with 

rapture, 

And faith and hope and joy receive new 

birth? Ra 

You can not farm without your horses ; 
see to it that they have a square deal. 

Tim says to be sure that the old hen 
is ready before you try to set her. The 
same way about courting a girl,—don’t 
rush her. 

Poor Richard’s, ‘‘ A bird in the hand is 
worth two in the bush,’’ can not be taken 
literally, because the bird in the hand is 
usually dead. A dead bird catches none 
of the worms and insects which destroy 
the farmer’s crops. 

New subscribers should not fail to read 
the Fair Play notice on this page. Old 
subscribers have already learned its value. 


Thisty-ninth Year, | 


It protects each one of you. Not new; 
we have had this flag flying since 1880. 


We hear that Peter Tumbledown has a | 
scheme that he thinks will save money on | 
the farm—sell the horse and get the pigs 
to root up the soil. It costs a lotof money 
to keep a horse where you have feed to 
buy, and the pigs can be turned into pork | 
next winter. 


No person is’ much better than any | 
other; after all. We all have our faults. 
You may be long in one line and short in | 
another ; the other man is short in this | 
line and ‘long in that one; but your aver- | 


- ages are practically the same. Even the | 
- hardened criminal is not altogether hope- 
_less. Everybody is everybody else’s broth- 


er, and often the apparently worse man 


-has a mine of goodness concealed within 


that can be brought out only by a master | 
hand. The point is that one can not judge | 
by appearances. 


—_——-_roo-————————— } 


HIGH FARMING AT ELMWOOD 
BY JACOB BIGGLE 
No, 423 

It is very interesting to note the signs 
and tokens that presage the coming of the | 
vernal season.. March may bluster and | 
threaten, yet there is an indefinable some- | 
thing in the air that tells us in unmistak- | 
able language that spring is on the way. | 
The cattle that have been turned into the | 
yard bare their backs to the sunlight and | 
stand contented under Sol’s genial rays. | 
If, as Emerson wrote, at certain seasons ' 
‘the cattle that lie on the ground seem 
to have great and tranquil thoughts,” why 
may we not imagine that under the genial 
influence of the March sun the cattle have 
thoughts of the succulent May pastures 
and of cool running brooks ? 

In a book I have kept. aceount for many 
vears of certain annually recurring events 
indicative of the season. On the 24th of 
February of this year I noted the first 
flock of wild geese flying north. I was 
busy in the wagon-house at about six 
o’clock in the evening, when I heard sounds 
in the air, and hastening into the open I 
saw almost directly overhead a flock of 
fifty or sixty wild geese flying in their 
characteristic VY shape with the leader 
pointing the way and cleaving the air, ail 
the while uttering his penetrating honk. 
I can scarcely explain the feeling of ex- 
hilaration that comes over me every time 
I see this annually recurring spring 
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flight, but I have had it since early boy- 
hood. Perhaps it is because it is associ- 
ated with the prophecy of spring, and the 
annual resurrection that, while ever 
recurring, is ever new. 

To my mind it is impossible for any 
healthy, normal man or woman who lives 
much in the open not to come under the 
spell of the season, or not to experience a 
feeling of buoyancy and exaltation. There 
is a tonic in the soft winds, in the smell of 
the moist leaves and the freshly turned 
sod that seems to renew one’s youth like 
an eaglie’s. 

I found from an examination of my 
diary that we mowed the lawn on the 
26th of March, 1913, and that it was on 
the 27th of April last year when this task 
was done, so variable are the seasons; 
but whether soon or late, when the wild 
geese go north I yield to an irresistible 
impulse to overhaul the plows and to see 
to it that the work harness is in thorough 
repair, for I ‘‘ feel it in my bones-”-that 
the season for outdoor activity is near at 
hand. 

Harriet, too, comes under the spell, and 
proceeds to set a few hens, to push aside 
the leaves that cover her flowers and to 
note how the shrubbery has come through 
the winter. She catches the spirit of 
spring and happiness radiates from Her 
eyes. It does not matter to either of us 
that it is all an old, old story. We feel 
only the impulse that is urging all nature, 
ourselves as well, to be up and doing. 

My ancient friend, the ground-hog, hav- 
ing failed to see his shadow on the day 
appointed, awoke from his lethargy in the 
early days of March and came forth to 
reconnoiter, On this occasion I had for 
another purpose a gun with me and, mind- 
ful of last year’s havoc in the truck patch, 
1 was strongly minded to take a shot at 
him; but being under the spell of the sea- 
son I had not the heart to make an at- 
tempt upon his life, even though the wily 
old rascal has no respect for my property. 
Imay possibly be sorry later in the year 
for my present tenderness of heart. 

Just now, on the edge of the season of 
seed-time and harvest, I am feeling a 
little disquietude as to our country’s 
possible relation to the awful war that 
has drawn almost the whole of Europe 
into its vortex. Our long-boasted ‘‘splen- 
did isolation’’ is not so comforting to 
reflect upon in these times of rapid-transit 
submarines and great areas of the neutral 
seas sown with deadly mines and placarded 
‘war zones.”’ Recalling the story, that 
occurred in a school-reader in use in my 
youth, of two nations that went to war 
about an old bucket, I am sometimes ap- 
prehensive that some overt act of the 
nations now at war may draw us into the 
struggle, and I am sure it will require all 
the forbearance and tact of which the 
government at Washington is capable to 
keep us entirely out of the turmoil. 
However, I have a great deal of faith in 
the wisdom of the men who are guiding 
the affairs of state, and by this reflection 
I am greatly comforted. 

In the meantime, let us keep in view 
the fact that millions of men in Europe 
who in normal times would be engaged 
in providing sustenance for the na- 
tions are now destroyers of life and 
property, and that presently gaunt fam- 
ine will stalk the plains of Europe and 
helpless women and children will be cry- 
ing for bread. Our part in the bloody 
drama now on the European stage will be 
not to add fuel to the flames, but to stand 
ready to succor those in distress. It is 





FARM JOURNAL 


therefore the duty of the American 
farmer diligently to till the land in order 
that we may be able to provide bread for 





JOE GESSAPALENA 
Or How the Italian Immigrant Writes 
His Name 

The following is from the pen of our 
Philadelphia poet, T. A. Daly, who has 
made the Italians in America a special 
study. He has published three books, 
‘*Canzoni,”’ ‘‘Carmina’’ and ‘‘ Madri- 
gali,’’ all of which have met with much 
popular favor. The author has struck a 
mine yielding rich ore. We rarely print 
anything in dialect language, but we shall 
have to remove the ban from the Italian 
poems of T. A. Daly. This poem was read 
by its author at a recent meeting of the 
‘* Poor Richard Club ’’ of this city : 


Joe Gessapalena can’t write hees own 
naineé, 


‘But’ he can write othra theengs; justa.da 


same 5. 
An’ mebbe you, too, 
-- Bayfore he ees through, 
Weeil fend: “w’at He’s wrote an’ oes glad dat 
he came. 


You seé, eet ees verra good theeng for 
dees Joe 
He com’ to dees countra so.long time: ‘ago, 
Bayfore ‘dey. baygeen dese new eemigrant 
laws 
Dat mak’ you know readin’. 4n’ writin’, 
baycause 
Da ’Merican story he’s makin’ to-day 
Ees justa wrote down een a deeferent way. 
Eh? Pleassa, my frand, I’ll esplain, eef 
you wait! 
You evva been up een Conne’tica State 
An’ see dose ole farms dat’s so full weetha 
stone 
Dat mos’ evra farmer ees leavin’ alone, 
Baycause dey ain’t fit for nobody to own? 
Wal, Joe he ees buy wan o’ dem Jasta year, 
An’ now he ees doin’ som’ writin’ up dere; 
An’ even hees firsta year’s work was so 
good 
He sure ees da talk for da whole neigh- 
borhood ! 
You no ondrastand ? 
are slow ! 
Wal, he weell esplain eet. 
dees Joe: 
“T write weeth no pen, but I taka my hoe 
An’ I use eet so wal weeth my stronga 
‘ right han’ 
Dat I write, een Italian, all over dees lan’ 
All da treecks I have learned, all da theengs 
dat I know 
Dat weell charma da plants an’ jus’ maka 
dem grow! 
But—O! here now ees com’ da mos’ won- 
draful theeng !— 
Dough I write on my fields een Italian een 
spreeng, 
You can read, een da summer, all over 
my lan’ 
Soocha message for all een good, plain 
’Merican, 
Even dose dat mak’ laws mebbe might 
ondrastan’!’’ 
Joe Gessapalena can’t write hees own 
name, 
But he can write othra theengs, justa da 
same ; 
An’ mebbe you, too, 
Bayfore he ees through, 
Weell read w’at he’s wrote an’ be glad dat 
he came. 
[Copyright by T. A. Day.] 


O! my frand, you 


So speaka 





the hungry, and thereby set a good 
example to the warring nations. It seems 
to me, as I] view the outlook, that the 


May, 19165. 
present year is certain to be one of un- 


-precedented prosperity for the farmers of 


America, and that they should be pre- 
pared to take advantage of their oppor- 
tunity, for now as ever prosperity will 
wait upon the diligent who plow while 
sluggards sleep. At all events I have 
planned to make this a banner year at 
Elmwood, and I find that most of my 
neighbors are fully awake to their oppor- 
tunity. Therefore, ‘‘speed the plow ’’! 


a 








A BUNDLE OF LIVE WIRE 
BY FANNIE M. WOOD 


‘* If I can possibly avoid it I never have 
a man care for my cows who does not like 
them,’’ says a successful dairyman. This 
may seem like a queer notion to some, 
but the close observer knows that the 
man who does not like cows injures them 
more than the amount of his wages. 


Most of us enjoy helping out a neighbor 
ina pinch. We realize how much better 
it is to do our best for a neighbor than to 
get the best of him, but when we have a 
neighbor who will not return a borrowed 
implement this side of the judgment day, 
we can’t help wondering a little whether 
or not it pays to be obliging. 

Constant dropping will wear away stone. 
A continual every-day grind discourages 
the boy. Fathers, do give the boys a half- 
day’s sport occasionally. I know some 
fathers who enjoy going out with their 
boys once in a while, and what good times 
they do have together! Life on the farm 
in a busy time means. some stepping 
around for everybody, but surely the most 
of us can manage to quit work a little 
early once in a while—on Saturday after- 
noon, anyway. 


There are ways and ways’ of being 
economical, but one of the best is the 
careful planning of farm work. This is 
one of the factors that has much to‘do 
with farm profits these days of increasing 
cost of land and labor. Let us plan the 
work of the morrow so there will be no 
lost motion. Why do great corporations 
spend large sums to secure efficiency? 
Because it pays. A farm and other big 
enterprises are not so different as not to 
be governed by the same principles. 


oo 





MAY 


This blooming month deserves all praise, 
and should inspire some poet’s song; it 
ought to have two hundred days, and each 
day just a fortnight long. In May the 
winter chill is gone, and there’s not heat 
enough to hurt, and we can play upon the 
lawn, or manufacture pies of dirt. The 
garden sass we love is cheap, and we may 

ave a full repast; the nights are cool, 
and we can sleep as slept Old Masters 
in the past. In May the flies are far 
between, and orie can slumber in his 
bed, on Sunday morn without a screen in 
which to hide his weary head. The-chig- 
gers and the bugs and bees are not yet 
organized for strife, and one may sit be- 
neath the trees and there enjoy a peace- 
ful life. May is the resting place betwixt 
the winter stress and summer strain; it 
keeps the two from getting mixed, and 
shields us from all kirids of pain. And now 
the girls are bending o’er their needles, 
morning, night and noon, and buying glad 
rags at the store, which they will wear as 
brides in June. And every one feels young 
and gay, existence is a cheerful thing ; and 
he’s adead onewho in May declines to smile 
and dance and sing. WALT MASON. 

[Copyright by Adams Newspaper 
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Ein | “DAIRY AND STOCK a 


After all, the foundation of farm pros- 
perity is in the live stock. Therefore, let 
us strive to change better into best, all 
down the line. 


The machinery of a cow, by means of 
which she produces milk, is as delicate as 
that of a watch, and yet we often act as 
though the contrary were true. 


It is a mark of opprobrium to say of a 
man that he ‘‘acts like a hog’’; but this is 
a slurupon the hog. All the pig demands 
is decent treatment, and he will at once 
respond to it. 


On this page is a picture of the famous 
Guernsey cow, Murne Cowan, of Anna 
Dean Dairy Farm, Barberton, O., for 
which is claimed the world’s record. She 
produced in a year, 24,008 pounds of milk, 
which yielded 1098. 18 pounds of butter fat, 
the equivalent of about 1126.29 pounds of 
commercial” butter. The average per 
cent. of fat was 4.57. Since the above 
record was made, a Holstein cow, Finderne 
Holingen Fayne, has broken all records 
for fat production. She made in 365 con- 
secutive days, 1116.05 pounds of fat, 
which figures out about 1283.45 pounds of 
actual butter. This now-famous Holstein 
is owned by The Somerset ‘Holstein 
Breeders’ Company, Somerville, N. J. 














HORSE TALK 
BY TIM 

The man who really loves a horse can 
not ill-treat him. 

Water the horses when they are cool 
and before giving feed. 

Water given right after eating carries 
away from the stomach a good portion of 
nourishment before it is properly digested. 

The stomach of the horse is small, and 
he should have water often and little at a 
time. 

If your horse rubs his tail against any- 
thing he can reach, and you are sure he 
has no lice, itisa pretty sure sign that he 
has worms. 

A horse with worms never thrives on 
any amount of feed.. Better get rid of 
the worms at once. 

A simple remedy is a tablespoonful of 
powdered borax in feed or water for three 
days ; stop three days and then give three 
days more. 

The percentage of low-grade stallions 
in the country is getting less every year. 

No man should hesitate to pay an extra 
$10 or more for the service of a pure-bred, 
high-quality sire. 

The investment will pay every time. 

The colts from these high-class sires 
should be given better feed and care, 
which is most necessary for proper de- 
velopment at maturity. 

The big thing in colt raising is care and 
feed, for no matter how well a colt is 
bred, he can not properly develop unless 
he has something to do it on. 

To keep the kidneys in good order and 
the general health good, a horse should 
Pe all the pure water he will drink every 

ay. 





FEMININE DAIRY WISDOM 
BY DOROTHY TUCKER 
Many:calves die eve = year from scours 


that started from a filthy pail. 
Milk that to the sides of a pail 


and becomes sour and. rancid, has caused 
the death of many a calf. 





Regular and intelligent feeding develops . 
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the profitable calf. Every calf should 
have the whole milk of its mother for 
about ten days. 

Sweet skim-milk should gradually be 
substituted for the whole milk until the 
feed is wholly skim-milk. 

Oatmeal gruel and flaxseed jelly should 
be added to the skim-milk. 

Supply the calves with fresh locks of 
clover or alfalfa hay as soon as they will 
nibble at it. 

Give them all of this roughage that 
they will eat. 

Be careful to give the milk regularly 
and at the same temperature every day. 

Keep the stables dry and clean. No 
calf can thrive in a wet, stinking stable. 

Itis positively necessary to the perfect 
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troughs. It will make them crooked 
backed, and such pigs are never quite 
thrifty. 

Keep the shotes growing every minute, 
and feed and exercise for bacon. 

Give plenty of fresh, clean water to 
drink. Let them help themselves to it. 
i ta it handy. 

MUTTON CHOPS 
(BOTH RARE AND WELL DONE) 

When a flock of sheep is properly cared 
for the loss from sickness is very small. 

Between hay and grass is a trying time 
for the flock. 

Let them have some grass, but keep up 
the dry feeding until the grass is strong 

and abundant. 

Guard: the flock most care- 
fully from the spring rains. A 
thoroughly wet flock will de- 

velop some sickness: The 

sheep pasture should be 
selected from the highest 
and driest parts of the 
farm. 

Put all fences in good 
condition before the flock is 
put in the pasture. 

When handling the flock 
teach the sheep to follow. 

Open the gates and do not 
let them jump over boards 
or bars. 

It is easier to guard 
against a roving habit than 





This Guernsey Cow—Murne Cowan—Has Produced to cure it. 


1126.29 Pounds of Butter in One Year 


thrift of a calf that it has a chance to 
drink pure fresh water every day. 

Plant the fodder corn in drills or hills so 
it can be cultivated. 

Corn is a sun plant and must have sun 
to develop nutritive properties. 

Corn grown thickly like grass is a poor 
washy feed. 

Plant a lot of sweet corn, both of early 
and late varieties, and a succession of 
each. All that is not used on the table 
will be a most valuable side dish for the 
cows. 
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BRISTLES 
BY GEORGE 


Every practical pig man knows that 
there is the greatest profit in the early 
spring and late fall pigs. 

When the pigs do come they muS8t have 
plenty of feed and clean, dry beds to 
sleep in and grow in. 

At all events, every pig to be profitable 
must begin to grow from its first breath. 

It will do it, too, if the man behind the 
pig is intelligent and careful. 

The sows should be fed so carefully that 
the milk flow will increase as the growing 
demands of the litter require it. 

The little .pigs must be kept busy a 
part of the time to prevent their getting 
too fat and lazy, which will encourage 
thumps. 

As soon as they will eat oats, and they 
will begin when young, the grain should 
be scattered on a raised platform in an 
enclosure away from the sows. 

This gives them exercise and furnishes 
bone and muscle material. 

Sweep the rejected hulls from the plat- 
form and keep it strictly clean. 

Be sure that the fences in all the pas- 
tures are tight. 





If a creep-hole is found it will make | 


them restless. 
Do, not let the pigs hang over high 





Shear the sheep early. It 
is better for them. 

Keep them under shelter at night until 
the weather is settled and warm. 

Dip ewes or lambs at once, if ticks are 
found on them. 

Every flock should be kept free from 
ticks ; it pays. 

Dock ‘the lambs early. It-is more 
humane. Do not dock too short. Smear 
the wound at once with coal-tar. 

Put the lamb creep in order as soon as 
the lambs are old enough to eat grain. 

If you do not think oats aré good for 
lambs, just watch the little fellows eat 
them. 

Are your lambs putting, on two or three 
pounds a week? That’s the kind! Keep 
them coming. 


>eoor 


NOTES AND QUERIES 
‘‘The merciful man is merciful to his 
beast.’’ Then make a ‘‘hut’’ in the pas- 


ture for it so it can get away from the 
flies. W. W. M. 


Save grain by giving the hogs a good 
pasture. 

Keep the pigs healthy by feeding only 
clean food, and keeping beds and quarters 
dry and clean. 

When you are buying a horse, remem- 
ber that a gray horse when he gets older 
will most likely be white. 

When we see the cows racing from the 
pasture with a dog hanging to the tail of 
one of the herd, it is a sure sign of bad luck. 

Many folks seem to have a prejudice 
against sheep; and yet as a side line a 
flock of well-bred sheep is worth keeping. 

Shade is not the only good thing about 
a woods pasture. The hogs will skirmish 
around and get a large partof their living 
out of the earth and under the leaves. 

The man who speaks in a steady, low 
tone of voice, and who does not. jerk or 
slap or otherwise misuse the team he 














} 
I 































308 (4) 


FARM JOURNAL 


May, 1915. 





drives, brings his own letter of recom- 
mendation with him. 


It is a common practise in the country, 
when it becomes necessary to kill a horse 
because of accident or old age, to dig a 
hole and bury him, skin and all. My idea 
is, if all such horses were skinned, leather 
would be greater in quantity, if not some 
cheaper. J. W. B. 

Did you ever think that a man who has 
a good cow or a good horse ought to be 
the better man for it? Kindness to all 
kinds of farm animals pays in the build- 
ing of a better character. It pays in 
money at the same time. Kindness has 
an actual money value on the farm. 


Don’t sell the old family work-team 
simply because the horses have seen their 
best days. They’ve earned a good rest. 
Turn them out to pasture if possible ; if 
not, better have them put out of the way 
in some humane manner than to have them 
fall into the hands of an abusive driver. 


If you have fed and cared for your 
horses right, they will be able to out and 
do a day’s work without feeling it. Reg- 
ular exercise and the proper diet keep a 
horse always toughened up. But if you 
have not done just the fair thing about 
this, be careful the first few days. Work 
in gradually ; it may save you the life of 
a good horse. 


Where dogs are protected and sheep 
keeping is almost impossible, the wise 
sheep man will think of the horned Dor- 
set. See what Secretary Cooper of the 
Dorset Horned Sheep Breeders’ Associa- 
tion says: ‘‘ There is not a Dorset sheep 
among the 700,000 killed annually by 
worthless curs.”’ These sheep stand their 


ground and protect themselves and their | 


lambs against dogs. 

If you think you can not nae up that 
leak te the milk pail, try ith a 
knife whittle some thin or hl from a 
bar of solder. Scrape well around the 


hole with a knife or rough r, 
sprinkle on a fine powder of resin lay 
on the solder shavi Now hold a lighted 


match beneath the break until the solder 
melts. It may take a second match, but 
that is cheaper than a trip to-the tin shop 
in a busy time. 


Take a few minutes off each day to 
refresh the memory with respect to the 
advice given in the Biggie Horse, Cow, 
Sheep and Swine Books. A hint in time 
will often save a good many dollars, - 
it is always better to be safe than so 
The information in the Biggle Stock 
is easy to get at, is clear and to the oilat, 
so that an ailing animal is not likely to 
die while you are finding out what to do. 
The Biggle Books sell for 50 cents each, 
postpaid, and they are worth double their 
cost. 


Our work harness lines are rigged a 
great deal handier than a at many 
check-lines we have noted lately. Where 
the two check-lines are connected with 
the adjusting buckle, we cut off the main 
line just above this buckle and rivet in a 
small ring; then rivet a snap on to the 
end of the drive line and sn a Be into the 
ring. Many times, instead of doing the 
lines up, we leave them unsnapped from 
the checks with the wagon or machinery 
until we are ready to hitch up a 
Then we often like to unsnap one rom 


the: harness and have-double: lines to drive 


a horse about some light farm 
work. we did not know how handy this 
ri i would prove.to be until we had 
tried it out. Geo. W. Brown, Ohio. 


In the cow stable and other places where 

I want to hang a lantern or milk pail, ~ 
where a nail or peg would protrude to 

eatch the worker's clothing or rake the 

—s sides or head, I staple harness- 

wernS from which the fiat spring has been 

Two staples, one in each end, 

will hold the securely. If not, drive 

a third astride the stem or shank above 











the hook so there will be no swinging 
when pail or lantern is hung on or taken 
off. The snaps — perpendicularly from 
beam, wall or studding, and staples are 
driven horizontally. I use them wherever 
possible. Nails will get bent down or 
pail bails will slip off their heads, causing 
accidents with lights, or feed, or milk. A 
trial is the best recommendation. E. E. W. 


On this are advertionsents of steck, guinea pigs, 
separators, churns and ensilage cutters. 








ADVERTISEMENTS 


PARR AAR RRs 
When you write an advertiser tell him you saw his 
card in Farm Journal, lt is to your interest to do so. 


ERSEY Cattle, Chester White Pigs. Lincoln Sheep. Write for 
circular. Edw. Walter, Dept. F, West Chester, Chester Co., Pa. 


Lice arge Berkshires at Highwood. Special offering of ser- 
vice boars and boar pigs. HARPENDING, Dundee, N.Y. 


GUINEA PIGS 22.°e9¢-ueks,, Bc: 


CALVES, (sitet ese i 


Only $2 ny 


























New Wonder-Worker Makes 
Butter in 3 to 5 Minutes 





GUARANTEED 
Correct Capacity 


This feature 
and simple a fai 
g of milk cream 
par ES femal 
Sturges Milk Cans ate as honest in 
construction as they are true in capacity. 
and oldest. manufac- 


to 





the butter out. Best by Test. te tod 
let ** The Science — Seton Matine ™ and 
illest da Fanon 5 nag Butter in 5 minutes. Agents ge BB ey 
HE MASON MFG. ©®O., Dept. J, Canton, Ohio. 


SENSATIONAL OFFER 
r-30 Days F reeTrial~ 





ey Seas Serene? ust the chi 
od pe beta ner ot pee 
pass} days. Don’t send a cent 






Cares Ss be gy en ea 
§ tghavof the crt inings the bates 


Css (_]* Sere Size 


Car prec Stas tha agents change for other maken. 
NOVELTY MFG. CO., Dept. 115, Abingdon, tt. 


8 Gal. Size 
$4.25 














SHARPLES Milt 
Insures 
permanent 
Satisfied 








ity, noc . 
can't chad and safety Seaterea; its abso- 
lute supremacy among ensilage cutters. It 
the test of hardest work. Guaranteed 
less power than any other ae 
Write Sor catalog and 


and work on 
coc ene maaiat. 
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THE PREGNANT MARE 


N many farms there are mares at the 

present time which are with foal. 

So far, the mare’s need of additional 
nutrients to develop the unborn young- 
ster has not been very great. From this 
time on the amount of nourishment that 
the fetus will demand will constantly in- 
crease, since the greatest growth is made 
during the last few months of pregnancy. 
Hence the present is the time to pay at- 
tention to the ration which the brood 
mare is receiving. ' 

At this season, a pregnant mare repre- 
sents two animals. Overwork at this stage 
is equivalent to starving the colt before 
he is born, states Prof. Wm. Hislop, Ani- 
mal Husbandman of the State ri- 
ment Station at Pullman, Wash. If the 
mare is forced to do a large amount of 
work, one or the other must suffer. Of 
course exercise is essential. Furthermore, 
the —— mare can and should do some 
work, for entire cessation would be likely 
to cause digestive troubles. As long as 
the mare is not overtaxed, she may be 
worked moderately to within a few days 


. of foaling, with no bad effects. 


Because grain is high.there is a very 
common disposition to save it, and to sup- 
ply the deficiency by using entirely too 
much ‘‘filler,’’ as found in straw and 
epee hay. There is too much indiges- 
tible fibre in Such feeds, and as a result 
the mare has a staring coat, dull eyes, 
low spirits and a shoddy appearance. 

The mare should be ‘‘ humored’’ in her 
feeding at this time. The fulness of the 
abdominal cavity calls for concentrated 
feeds, rather than bulky ones, and brings 
out the importance of feeding three times 
a day instead of twice, which may be all 
right for idle horses. Good, bright alfalfa 
or heavy mixed clover and timothy a 
with oats, bran and oilmeal, fed in 
eae ple’ by_ weight of six, three, one, 
make a most desirable ration. Protein is 
highly essential during the latter part of 
the gestation period, while bran will tend 
to. prevent constipation in the mare. 

quiet but roomy box stall that is well 
bedded and free from drafts, should be 
provided for the act of foaling. The loss 
of a few hours’ sleep in assisting the 
mare to foal, if necessary, is but a trifle, 
so be on hand when the critical time 
arrives, 


THE MAKING OF A GOOD CALF 
TO RAISE 
BY HOLLISTER SAGE 


The impression is current among a cer- 
tain class of farmers that the rearing of 
a heifer calf is very largely a an 
that only a small propessres of the calves 
raised from cows of quality may be de- 
pended upon to become extra milkers, 
even if given the best opportunity as to 
feeding: care and shelter. These men 
depend almost universally upon the influ- 
ence of the dam, expecting her to exer- 
cise dominant characteristics that insure 
the usefulness of her offspring. But this 
expectation is contrary to modern intelli- 
gence in breeding. The sire and sire’s 
sire, back to the fourth generation, and 
further, make for quality or lack of it in 
the female progeny. For this reason it 
is futile to look for certainty in a heifer, 
even though her dam be above par, if her 
sire was a scrub or a grade. 

But let the male be an aristocrat and, 
with rare e tions, whatever the dam, 
that heifer calf may be reared with a 
reasonable certainty that she will well 
repay all your trouble. If you, , 
ore a skeptic, Pox look about and notice 
the progeny of full-blood sires, —in swine, - 

tegen equine or bovine stock. Ob- 
serve their excellence, even when their 
ale ancestor was inferior. 





nearest 
Fidelity to” nciple is a widely- | jf 


proven truth, and it ought to induce 


men everywhere to patronize more than | 
more than ‘‘almost | 


a ** pretty good bull,’ 


a full-blood’’; it ought to induce them | 


to use only full-bloods, which they would 
wish their heifers to be like. A service 
fee of $2 or $5 is a small consideration in 
making certain that one is really raising 
a fine cow. 





On this page are advertisements of wheels, separators. 
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PP LI 
When you write toan advertiser tell him that you saw 
his card in the Farm Journal. It is to your interest to 
do so,as Our Folks are treated honestly and served 
with the best. Read the Fair Play notice on first page. 
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‘ Ser ak Lene eee, to es ee 
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WITHA GREAT MANY 
machines or implements used 
on the farm it doesn’t make 
much difference which of sev- 
eral makes you buy. 


ONE MAY-GIVE YOU A 
little better or longer service 
than another, but it’s mostly a 
matter of individual preference 
and often it makes little differ- 
ence which one you choose. 


NOT SO WITH BUYING A 
cream separator, however. 


THE MOST WASTEFUL MA- 
chine on the farm is a cheap, 
inferior or half worn-out cream 


separator. 


THE MOST PROFITABLE 
machine on the farm is a De 
Laval Cream Separator. 


A CREAM SEPARATOR IS 
used twice a day, 730 times a 
year, and if it wastes a little 
cream every time you use it 
it’s a ‘‘cream thief,’’ and an ex- 
pensive machine even if you got 
it as a gift. 


BUT IF IT SKIMS CLEAN TO 
the one or two hundredths of 
ene per cent, as thousands and 

of tests with a Bab- 
cock Tester show the De Laval 
does, then it’s a cream saver, 

most profitable ma- 
chine or implement on the farm 
—a real “savings bank’’ for its 
fortunate owner. 


Which 
you buy 

a “cream thief” or 
a * savings b ” 
Cream Separator 


will 


AS TO HOW MUCH CLEANER 


the De Laval skims than any, 


other separator, the best evi- 
dence of this is the well-known 
fact that all other makes were 
discarded by the creamerymen 
years ago, and that to-day 98% 
of the cream separators used in 
creameries the world over are 
exclusively De Lavals. 


THEN THE DE LAVAL IS SO 
much better designed and so 
much more substantially built 
and runs at so much lower speed 
than other tors that its 
average life is from 15 to 20 
years, as com with an 
average life of from 2 to 5 years 
for other machines, 


THERE ARE OTHER AD- 
vantages as well, such as easier 
turning, easier washing, less cost 

- for repairs, and the better qual- 
ity of De Laval cream, which, 
when considered in connection 
with its cleaner skimming and 

eater durability, make the 
Be Laval the best as well as 
the most ecoriomical cream 
separator. 


REMEMBER, THAT IF YOU 
want a De Laval right now 
there is no ‘reason why you 
should let its first cost stand in 
the way, because it may be pur- 
chased on such liberal terms 
that it will actually pay for 
itself out of its own savings. 


A De Laval catalog to be had for the asking tells more fully why the 
De Laval is a “savings bank” cream separator, or the local De Laval 
agent will be glad to explain the many points of De Laval superiority. 
If you don’t know the nearest local agent, simply write the nearest 


De Laval main office as below. 


THE DE LAVAL SEPARATOR CO. 


165 Broadway, New York 


29 E. Madison St., Chicago 


50,000 BRANCHES AND LOCAL AGENCIES THE WORLD OVER 
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Ge AILMENTS AND REMEDIES , : 

[“ Keep well" are words of more importance than 
™ get well,” 20 suggestions will be freely given here 
that will help to keep the farm animals in a healthy 
condition. We will answer and give advice by mail 
on the receipt of twenty-five cents, where an imme- 
dinte is ted. We do not solicit cases of 
thie kind, but will answer them as an accommoda- 
tion to Our Folks who are not accessible to a local 
veterinary adviser.) 


R. QUESENBERRY; of the New 
Mexico Experiment Station, writes 
* thus concerning a foe of hog raisers: 

One of the most noticeable symptoms of 
louse infestation is itching of the skin 
around the point of attack. On hogs this 
is just back of the ears; and to relieve 
this they will be found rubbing this region 
against posts or other convenient objects. 
A careful examination in a good light will 
reveal insects, as well as nits, attached to 
the hairs. The hogs will become unthrifty 
and present a dull, dirty appearance. 

One of the best remedies for hog lice is 
an alkaline coal-tar product which, when 
added to water, produces a permanent 
milky emulsion which is very efficient in 
destroying the parasites and does not 
harm the animal in any way. These coal- 
tar products are put on the market under 
various names, such as Zenoleum, Creolin, 
Chloro- 7 tholeum and Sulpho-naptho- 
leum.,. They-shéuld be used in the. peo 
portion of one part of the medicine to fifty 
parts of water ; or in very bad cases, one 
part medicine to thirt ty parts water. 

Another good remedy is kerosene emul- 
sion, which i is made by » Cope one quart 
of soft soap or one-quarter pound of hard 








soap in two quarts of boiling water, and | 


adding one pint of kerosene. This should 


be stirred or churned violently, then three | 
quarts of water added. Pure kerosene | 


sometimes takes the hair off, and should 
not be used, unless washed off afterward. 

Wen applying remedies to destroy lice, 
a sec vid application should be made in 
from hve to eight days, in order to kill the 
lice that may have hatched from e laid 
before the time of the first application. 
When animals are treated with a solution, 
@ warm day should be selected and.the 
solution warmed to about 100° to 105° F. 
If in the winter time, they should be kept 
in a warm place until, dry, in order to pre- 
vent catching cold. 

In treating lousy animals which are con- 
fined, the quarters~must be thoroughly 
cleaned and disinfected. The same solu- 
tion as is used for dipping may be used for 
disinfecting the quarters. ll loose ma- 
terial, such as bedding, should be removed 
and burned, and all walls, rubbing posts 
and other places which might harbor lice 
should be whitewashed. 

If a large number of hogs are infested, 
the most satisfactory method is to build a 
dipping vat, through which the animals 
must swim in the solution used to destroy 
the lice. The vat should be about twelve 
feet long, eight feet wide and four feet 
deep. 

FOOT NOTES 


Many cows prove persistent milkers 
without having a second calf, and the 
milking function also is kept up after a 
cow has been spayed, provided, in each 
case, the cow is well fed and cared for. 
Personally the veterinarian is of the opinion 
that milk from a cow that has been pro- 
ducing it for an unnatural period of time 
is not the best kind of food for an infant 
or young child. , : 


Where it is known that a contagious 
disease, such as tuberculosis, has n 
present in a stable, a strong disinfectant 
should be used, and there is nothing more 
effective than a 1-1000 solution of corrosive 
sublimate. It is very poisonous~ and so°* 
must be carefully us and ¢are also 
must be taken not to get any of it into the 
eyes. A solution of ‘five ounces ‘of for- 


maldehyde to the eet of water is also 
effective for such use. 


Or, if you'wish to 








mploy a coal-tar disinfectant, or carbolic 
aci o not use less than a five per cent. 
solution. In the fresh-made whitewash 
mix one pound of chloride of lime to three 
gallons. 


On this page are advertisements of hogs, guinea pigs, 
animal semedios and silo fillers. P 
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0. I. ().and Chester White Boars & Gilts 


® Vaccinated. Cholera Immune. All ages, no kin. Bred 

Young herds a specialty. Prolific large kind. Pedigrees 

with, all stock sold. Write for prices and circulars. Can ship 
prompt. Prices reasonable FRED. RUEBUSH, Scicta, Illinois. 


RAISE GUINEA PIGS 











We furnish stock — show you how and all you raise. 
Big 4 needed yearly. ne inex- 
pensive ©. raise _ hed prolific — more ‘Bro =! and less 
trouble 1 Wd or squabs. Particulars 
CAVIES DIS UTING CO., 722 West 74th Bt., Kansas oon Gey. Mo. 
ee sat while the horse 
works. pig engaged. nt tH at 
a Kye tells whet cept a [BB 


QUERON Se eee oe co. 
804 Chestnut St., Philadelphia, Pa. 



















For keeping flies and many 
other insects off of animals 
—in barn or pasture—longer, 
than any imitation. Used and 
endorsed since 1885 by lead- 
ing dairymen. 


$1 WORTH SAVES $20: 00 
in milk and flesh on each cow 
A : in a single season. Excél- 
. lent for galls. Allays itching. 
Aids in gt from irritating sores by rubbing or 
it for lice and mites in poultry houses. 


($1.50 west of os ahaa River) will bring 
$ 25 Lae maps ie ashy neesek 
our 8-tube er 
' EXPRESS PREPAID. Money back'if not Cacectety. 
® Name Express Office. , Booklet FREE. 


* Special terms td agents. 
Shoo-Fly Mig. Co., Dept. B, 1310 N. 10th 8t., Ein, 


~ A Remedy for All Live Stock 
a coai-tar 


Cures skin troubles. 
peter and ee Colles 


cayit eens i Piscy ean 


pete Z 








Animal Comfort 


Creonoid is a disinfectant 


derived from coal tar. 


It is 


harmless to man, beast or fowl, 


but very powerful. 


Sprayed on cows or horses, it 
will keep flies away. Sprayed 
about the hennery, it will rid 
the place of lice. Low in price. 


Sold by most dealers. 
BARRETT MANUFACTURING CO. 


New York Ch 
Detroit PI 


hiladelphia 


r Soigghen 


Pittohese® 


Kanens City 


Cleveland Cincinnati 
inneapolis St. Louis 
Salt Lake Ci 














Editor knows from experience Shoo-Fly is O. 











week Tie 
SAVE-Tre-HORSE 


Farm Journal Readers Uphold Every Claim 


R. H. Reed, Bristol Center, N. Y., writes: Year ago mare had 
bad splint, close to knee. I blistered ‘three times ; then another 
Vet. blistered four weeks. She grew worse ; could hardly get 
to water. I saw your ady. in Farm Journal; used one-half of 
Save-The-Horse and she is all right. I want to thank you for 
advice and medicine. 

J. M. Shelton, R. 2, Tonkawa, Okla., writes: I know 
Save-The-Horse cures spavins and broken down tendons, for it 
did it for me. The horse would lie down, mostly when not eat- 
ing. I cured him and cut 200 acres of wheat, and he helped 
plow and sow the same 200 to wheat again. 

EVERY BOTTLE sold with sign 
Return if Remedy fails on. ingt e—Thoropin— 
Fakta, 3 Y Shoulder, Knee, A oof or — 
disease. No blistering or loss of hair. Horse works as 


19 YEARS A. SUCCESS 
ade ATs E to o tilotee ad) Gontonet oot 
CHEMICAL CO., 21 Commer he. Binghamton, N.Y. 


and Managers). 
corre a Save-The-H WITH on 
valtr, os or we send by Pures! Post on tipras 


the ovr ah 
— ectant, Hog "OL. 
cost lowest. Xe. by $1 
Nothing to Wear or Get Out of Order 
Write for 30 Day Free Trial Offer, Agents Wanted 





Save Your Hodés 


Prevent Sickness 
and Skin Diseases 


Get this latest and best Hog Lubricator. 
Works on absolutel 


Valves. 


Nits, Mange and 


No 
Wheels c or Gears. ies, 


and other Vermin-caused 
and prevented 


Meyer's. Hog oe 


satthy. “Effective. for Cholera, and 
th Diesen Dromeete Prepared Fe baa 


Saves Money—uses tess oil 
No upkeep 


THE MEYER CORPORATION 


117 Main Street 


Morton, fil. 








ROS: 





Cuts the silage 
insures the Best 


SILO FILLING MACHINERY 


Especially Designed for Gas Engine Power 
Ganenatoed sa dipiver age inte Se to 08 he at ee 


scree te 
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SOME VETERINARY NOTES 
BY A, S. ALEXANDER, M. D. C. 
SPRING PIGS 

S it is correct to speak of ‘‘spring 
chickens ’’ and ‘‘ spring lambs,’’ so 
we must be forgiven for headin 

this article as we have. Fall pigs are o 
less importance to the farmer, and the 
majority of breeders have their crop of 
pigs arrive about this time of the year 
when the grass is commencing to take on 
a vernal hue and all nature responds to 
the genial breath of spring. 

On many farms it would be a good thing 
if the young pigs were full of springs to 
withstand the many hardships they have 
to encounter in their voyage through seas 
of mud in the early days of their exist- 
ence. Too often no preparations are made 
for their arrival, and they drop behind 
the straw pile or in the lee of some rail 
fence. The crop is small to start with, 
and by the time the sow has eaten a few 
and lost others by frost, drowning. and 
similar accidents, the litter is reduced to 
just the number for which her barren 
milk fonts can provide. This is not as it 
should be. 

Every good pig in the litter should be 
saved, and there is little difficulty in doing 
es if the we has been fed on a — 
plete ration during pregnancy and is 
placed in a quiet, ecusliatable pen by her- 
,self a week before the expected event. 

It will be seen that it is necessary to 
keep a book in which the dates of service 
are recorded so that it may be known 
when to expect each sow to farrow. With- 
out such a register loss will be inevitable. 
It is often because a sow farrows unex- 
pectedly that the owner will tell you he 
was not to blame for loss of a large pro- 
portion of the litter. The breeding registry 
does away with this trouble. 

When the sow has been fed on ground 
oats, middlings, bran, shorts, oilmeal and 
similar foods p= oa pregnancy, there will, 
as a rule, be no trouble about fhe pigs 
coming into: the world easily and ly. 
Where sows are so fed there is never need 
for pig foreeps.. Nature takes charge and 
carries the sow through her trouble with- 
out: man’s -assistance, and -this is best. 
When the little fellows ‘have arrived, if, 
despite the feeding mentioned, the litter 
should include a r, puny ‘‘titling;”’ it 
should be knocked in the head at once. It 
does not pay.to bother with such pigs, and 
the rest of the pigs-do better when the 
‘*runts ’’ are done away with. 

The sow will first require a drink of cold 
water, but should not be fed a heavy meal 
or a lot of slop right away. She is thirsty 
and will be the better for a drink now and 
then, but need not be fed for at least 
twelve hours, and at that time should 
have a small drink of thin oatmeal gruel, 
and afterward should be fed very care- 
fully and sparely for several days, as it is 
poor policy to cause a great flow of milk 
at once and so surfeit the pigs that they 
scour or suffer from other forms of indi- 
gestion. In about ten days the sow may 
be got on to full feed, and may then be fed 
to produce a big flow of rich milk which 
the pigs will now be able to care for with- 
out danger. Inside of a month the pigs 
may begin to take a little additional food 
and the sow will be at pasture. The first 
food of the pigs should be of an 
easily digested character such as 
milk slop, middlings, ground 

se one and ae and 

gradually they may have a 
small quantity of soaked, 








} WHAT LITTLE NANCY SUPPOSED A 
** HORSE DOOCTOR"’ LOOKED LIKE, 
OF COURSE! 


whole corn to experiment with, but not 
to feed on to any extent. After the 
sow has’ been heavily fed for milk for 
about two months, then the drying-off 
process- should commence, and this is 





done by inereasing the amount of food | 


provided for the pigs and cutting down 
the amount given to the sow, or by feed- 
ing her on corn while running upon 
pasture. At and after weaning time the 
sow should be running upon pasture, and 
if she is fed plenty of clover or alfalfa, 
there will, as a rule, be little trouble in 
getting her to breed in proper season; and 
such feeding lays the foundation for a 
strong, healthy litter. Throughout the 
season be careful to keep the pigs out of 
damp beds, and allow abundance of sun- 
light and fresh air from the first. 





On this page are advertisements of silos, animal remedies, 
wheels, bells and cutlery. 
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When you write toan advertiser tell him that you saw 
his card in the Farm Journal. It is to your interest to 
do so,as Our Folks are tredted honestly and served 
with the best. Read the Fair Play notice on first page. 


COMPLETE Hoop and Lugs. in. for 
12 ft, Silo, $1.30 each. ALL FRT. PALD. 
Address, Today, E. 8. LACEY, Endicott, . Y. 


4 BUGGY WHEELS "Rust. ie $s 

With Rubber Tires, $18.45. Your Wheels Rerubbered, 

$10.30. I make wheels % to 4 in. tread. Tops, $6.50. 

Shafts, $2.10; Repair Wheels, $5.95; Axles, $2.25. Wagon 
Umbrella free. a Ask for Catalog J. 

SPLIT HICKORY WHEEL CO., 501 F St., Cincinnati, Ohio. 


° ECONOMY 
SpE eyy...5'525 


ect. 
with- 
out hammer or wr 

























fresh down 
e anchor- 
Sor catalog. 


oles See 
SILO 4@ 











TEEL WHEELS. 


‘or any skein or s 
our exact 


measurements of 


arm is all we need and weguar- 
antee a fit. With Steel Wheels 


your work is done wh 

you begin, ang e ished 

werk on at ‘expences. Buy 
Get our Free e 

















A BSORBINE 


ADE MARK RE 





will reduce inflamed, swollen Joints, 
} Sprains, Bruises, Soft Bunches ; Heals 
Boils, Poll Evil, Quittor, Fistula, 
‘yx or any unhealthy sore quickly, as 
\ it is a positive antiseptic and 
oy germicide. Pleasant to use ; 

} £2 does not blister under bandage or 
Mi A ~ remove the hair, and you can work 
MN the horse. $2 per bottle, delivered. 


Book 7 K free. 
W. F. YOUNG, P. D. F., 153 Temple Street, Springfield, Mass. 


MINERAL"? 





Booklet 
Free 


NEGLECT 
Will Ruin 


Soldon - 
Its Merits 
BEND TODAY 


AGENTS S52 Postpaid ue? 
WANTED £_* Write for descriptive = 





156 William Street, New York. 


| SICK ANIMALS~ 


Cattle, Sheep, Dogs and Poultry, mailed 
free. Humphreys’ Veterinary Medicines, 





| 77, DP 


Tas Indestructible 
//j,,.\\ Long Distance 
fl 


Hii N\\\\ 
iN 
\ \ \\ 

(J great help in locating 
stock. Made from one 
jece of metal, copper plated, no 
divetidg. Carry clear, penetrating tones 
i} great distances. Stamped steel loop 
prevents loss of bell. Big improvements 
on old style cow bells. At dealer’s or 

i] direct by mail. 
Write for circular “D” giving apesial low intro- 


| psc ng AP may may Hg Write today. ” 
















Two O. I. C. Hogs 
Weigh 2806 lbs. 


lose its breedin 
Why profi p | 
Two of our O, I. C. —~ 
weigh 2806 Ibs. Will ship 
nena og ond pair of these 
agency to first applican v°we are 
an, m extensive breeders and 
shi thoroughbred hogs in the world. 
All foreign shipments 


U. S. Govt. Inspected 


| We have bred the O. I, C. Hogs for 51 years 
| and have never lost a with cholera 
pate ea ey Bo 








THE L. B. SILVER CO. 


T 
for Free Book, “Phe 
Hog from Birth to Sale” 


103 Vickers Bidg., Cleveland, O. 








There is a widespread delusion that 
Heaves is a jung disorder. To this im- 
pression is due the common gs “a 

eaves 


regarding the pane of cure. 
is not a lung disorder. Heaves is caused 
by in m. Newton’s cures Heaves 


and improves the condition of 
the horse. If your horse has Heaves 


NEWTON’S 


Heave, Cough, Distemper and Indigestion Cure 
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ABOUT Docs 


That they may be better understood, ap- 
preciated and treated 


N old farm dog can teach every one 
of us lessons in faithfulness. Well 
for us if we take them to heart. 

Many puppies die, due to injudicious 
feeding. Bitch’s milk is a highly concen- 
trated food, rich in casein and cream; it 
is more than three times as strong as 
cow’s milk. A puppy’s digestive organs, 
being small and delicate, become seriously 
deranged if he is fed on cow’s milk, of 
which he must take three times as much 


as of his natural food to get an equal | 
amount of nourishment; the consequences | 


are an overdistended digestion, 
and a general loss of condition. 


Dan, a Scotch collie, made in nine days 
a 1,200-mile trip overland, from Yazoo, 
Miss., to Omaha, Neb., to get back to 
his oldhome. He had been taken to Yazoo, 
the new home of his owner, G. R. Bolen, 
by automobile.When 
he appeared in 


worms, 


home of Mr. Bolen’s 
brother - in-law, he 
was gaunt and his 
feet were somewhat 
inflamed, but he 


effects from his 
long journey. 


A Japanese collie 





His greeting was a smile, 
His bark a joyous welcome. 


erinary surgeon’s with a painful affliction 
of the ear, and operated on. He was then 
taken back home, more than a mile away. 


South Omaha, at the | 





showed no other ill- | 


was taken tothe vet- . 


The next evening the dog found his way | 


back to the surgery, and as soon as the 
door was opened jumped up on the oper- 
ere table and waited till the ‘‘vet’’ 
could attend to him. For many evenings 
after, punctually at eight o’clock, he vis- 
ited the surgery and submitted to the 
process and then went home. 





CARLO SAYS: 
Of course I love my master, and the poor 
man’s not to blame 
Because he’s rather stupid in the head; 
But, when I talk to him, I find his under- 
standing lame,— 
He seems to catch no hint of what I’ve 
said. 


{ always know just what he means whene’er 
he speaks to me, 
And answer him as plainly as I can. 
I used to be ashamed of him, but now I 
plainly see 
Stupidity’s the common lot of man.—Guy. 


oo -—______- 


DOG BARKS 
Good for dogs—corn bread. 


A dog will always prove a friend in time 
of trouble. 

We’ve found him! Who? The meanest 
man ; he’s the one that poisons dogs. 

If a dog loses his tail it will not affect 
his carriage, but stop his waggin’. 

Let the boy have a dog of his own and 
he will never tie a can to any dog’s tail. 

One of the greatest authorities on ani- 
mals in the United States, gives it as his 
opinion that the dog is the most intelli- 
gentof that class. 





A dog’s just an animal, but, by jings, 
he seems to understand a fellow better’n 
most humans do! If you’re happy, he’s 


happy ; if you’re sad, he’s sad. 

We have often heard the old adage, 
‘Gone to the dogs,’’ but we think it 
somewhat peepee. *The lives that 
some men lead would make a respectable 
dog stick his tail between his legs with 

ame. 


If you have a puppy you are training, 





do not expect him to learn it ‘all in one 
lesson. Numerous short lessons are better 
than one long one. And if he forgets a 
lesson, be patient and teach it to him 
again. Most collies will not bear whip- 
ping. It destroys their confidence in 
themselves. Better approve and praise. 


On this page are advertisements of fencing, awl, wheels 
and rubber footwear. 
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When you write an advertiser tell him you saw his 
card in Farm Journal. lt is to your interest to do so. 


FARM FENCE 


41 INCHES HIGH FOR 9 i 


Stays only 6 inches 
CENTS 
BARBED Rig be By ng 














and Lawn Fe 
saving prices. Ideal Galv. 








Wires can not slip. 100 
A ROD 
80-rod spool. Catal 


styles of Farm, Poultry 
KITSELMAN BROS. Box 241 Muncie, Ind. 





























NY 


Save Those 
High Lifts 


by putting low “Electric” Steel Wheels on WW 
your old running gear, or by getting a low \ 
y wheel “Handy” wagon. Broad tired steel 
NY wheels makelighterdraft—donotrut roads or B 
y fields—neverrotordry out—save moneyin re- ff 
H pairs. Write for free catalog of w and : 
WHEEL CO. 






























New 


Patent Pressure Process 
United States Rubber (~~ 





for vulcanizing rubber footwear. 


composite whole. 


to yourself—‘ 











new extra-wear process. 





Rubber Footwear Made in One Piece Would 
Give Really Phenomenal Wear 


Our New Method of Vulcanizing Gives 
Practically the Same Result 


The United States Rubber Company owns the patents of a new process 


A rubber boot has about 84 pieces. Where these pieces join is where wear 
begins. Our-new, wonderful. process welds the 34 pieces of a boot into one 
Where the pieces join is exactly as strong as any other 
part in the boot after it has been vulcanized by our new method. Don’t say 
‘This is too good to be true.” 
new process and prove to yourself that the new Pressure Process is the great- 
est improvement ever discovered by any manufacturer of rubber footwear. 

Nearly all reliable dealers sell United States Patent Pressure 
Process Heavy Service Rubber Footwear. If your dealer has 
none, write us, telling what kind of boots you wear, and we will 
see that you get supplied. Look for the United States Seal: 
insist upon it. It is only placed upon boots finished under this 


United States Rubber Co., N. Y. City. 


’ {| 
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Buy a pair of boots made by this 
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The hen is a firm believer in reciprocity. 

May days are glad days in the poultry 
yard. 

Have gumption in your work—the hens 
demand it. 

Wars nor rumors of wars have any 
effect on the egg crop. 

Owing to its high price, wheat was less 
fed the past winter than ever before in 
the poultry kingdom. 

A yearling hen with bright yellow legs 
may be put down as an ordinary layer. It 
is a noteworthy fact that with all the 
heavy layers the color of the leg becomes 
lighter as the hen grows older. 


In selecting a sight for the poultry- 
house remember there is no germ killer 
like sunlight, and it is far cheaper than 
anything that will ever be placed on the 
market. Another thing to be watched 
is the problem of drainage. Damp, low 
ground, no matter how well the hen-house 
will be sheltered, is not suitable for a 
chicken shelter. 

GEESE ON THE FARM 
‘BY F. BOYCE DAVIS 
They know the way to the pasture bars 

When the dew is damp on the clover, 
And they leave their pen with a wild ado 
. Of spirits that bubble over ; 

Chattering, pattering, eager to reach 

The grassy’ knolls assigned them, 
Skimming the road with flapping wings, 

Their pink feet stretched behind them. 


They stop at the brook to gabble and nod 
Of the wonderful June-time weather, 

And tell each other how lucky they are 
Just to be geese together ; 

In the sparkling stream they dip and bathe, 
Flirting the water o’er them ; 

Then it’s up the bank to the feeding grounds, 
With the Jong, sweet day before them. 


CALENDAR FOR MAY 


May is an excellent month for hatching 
future breeding stock. The weather is 
more settled and the youngsters shoot 
right ahead. 

Some of the largest breeders in the 
country prefer May hatches to those of 
any other month, claiming that they can 
make more satisfactory gains thereby 
than when they get their stock out early. 

Those who follow the poultry shows find 
more profit in the March hatches, as the 
stock will have better development by 
the time of ‘the fall shows. 

This is the month for great enthusiasm 
in the try yard. Even the hens get 
the spirit and are busy and happy. 








As the weather becomes warmer it is: 


important that shade be provided, so that 
the birds may seek shelter under it from 
the burning rays of the sun. Unless this 
matter is attended to there will not only 
be setbacks to the growing youngsters, 
but. there will be cases of prostration. 
The question of keeping the stock com- 
fortable must be carefully studied. 

Care must be taken in the feeding. It 
is not only the quality of food, but the 
manner in which it is given, that calls 
for attention: 

There has been.another drop in. table 
egg prices—and there have been a num- 
ber of notable drops ever since the high- 
water mark of five cents each. Now that 
eggs are so very cheap, there will be 
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profit in turning them into table poultry. 
There is at present. a good-demand for 
broilers weighing from a pound and a 
quarter to two pounds. 

There is a decline in the market price 
for green ducks. 

Turkey eggs set in May should, with 
proper care, be turned into profitable car- 
casses for the holidays next winter. 

Those who wish to add new blood to 
the stock, would do well to buy several 
settings of eggs now. Eggs purchased 
at this season will not only show better 
fertility, but the youngsters will be more 
vigorous and grow better. 





THE BOY POULTRY KEBPER 
Give the boy a pen of fowls, teach him 
the care of them, encourage him by buy- 
ing the product—and that boy will not 








First Steps + in Poultry Keeping 


only receive abusiness training, but he will 
understand the value of human kindness. 

Forty years ago Isaac K. Felch, the 
father of poultry culture in America, ad- 
vised farmers to interest their boys in 
poultry keeping, thereby teaching them 
many of the principles that underlie the 
successful breeding of stock, fitting them, 
when older, the better to manage cattle 
and horses. The rapid production of 
chickens enables them to try as many 
experiments, in a few years, as would 
take a lifetime with stock. They learn 
the principle of like producing like. They 
learn the dangers of too close relation- 
ship, how three generations of mating of 
one blood will produce sterility in the egg. 
These interests, once awakened, can not 
slumber; the boys become thoughtful, 
and, as years increase, we find in them a 
help not found in hirelings. 

The illustration on this page shows an 
early start. The happy boy is amongst 
his flock, and if his efforts are encouraged 
he will profit in future work by the lesson 
taught him now. 





FANNIE WOOD’S POULTRY TALK 

A-wild hen in a flock is always a dis- 
turbing element. 

A turkey hen desires to be let severely 
alone during the laying season; she is 
very apt to change her nest when being 

watched. 


For each day there is some timely work 
in the poultry yard, which will give better 
returns than at any other time. 

Look’on the underside of the perches 
where they rest upon the supports, for 
the red mites, the parasites to be most 


feared by the poultry raiser. Get after 
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these torments with a spray pump and 
some good -lice-killer,, for the sake of 
profit if not for humane reasons. 

When the mother hens and their chicks 
must be shut up on a cool damp day, give 
them chaff from the barn floor to scratch 
in. The small timothy seed they get out 
of the chaff seems to agree with them ; 
they don’t need mueh other food, 

The chicks that live are the chicks that 
pay, and eternal vigilance is required to 
keep many of them living. Be on the 
watch. Many a chick is caught in a storm 
at this season, and chilled to death. 

Always remember that a warm sunny 
morning is the best time to apply the 
grease remedy to a lot of lousy chicks. It 
is bad for the chicks to grease them when 


it is coldand wet. But if too liberal with, 


grease at any time, you will kill the chicks 
as well as the lice. 


FARMER VINCENT’S WISE SAYINGS 


Thousands of little chicks will come this 
month. A great host of them will be 
killed by what is thought to be kindness. 
Give them a chance to get fairly on their 
feet before trying to feed them anything, 
and when feeding is begun let the ration 
be very light. The fun of the chicken 
business is in raising them. 

When raising chicks by old hen-power, 
think a lot about her comfort and well- 
being, not only while she is on the nest, 
but after she comes off. 

She has been through a hard ordeal. 
Sometimes hens leave the nest because 
the test is too severe. The boxes are not 
always clean and free from enemies. The 
place where the sitting is done is not 
comfortable or calculated to make the 
hen happy. So she just naturally quits. 

Sour milk and buttermilk are well sold 
when given to the hens to be worked up 
into eggs. 

Few hens ever would steal their nests 
if they had a good, clean, well-ventilated 
place to lay in the house. 








EDITORIAL OBSERVATIONS 


May might be called the month for that 
dreaded chick disease, gapes. Thousands 
of youngsters are annually slain that are 
kept on heavy soils. 

Gapes develop in chicks between the 
ages of six and eight weeks, and rarely 
ever in a bird after it is four months old. 

A very satisfactory treatment is a smal! 


piece of camphor about the size of a grain’ 


of wheat, daily, and a few drops of cam- 
phor or turpentine (about ten drops) added 
to a pint of drinking water. A good pre- 
ventive is a piece of asafcetida kept daily 
in the drinking vessel. 

All sorts of theories as to the cause of 
this disease have been advanced, but it 
is, as a rule, conceded that the gape-worm 
originates in heavy soils. Strong proof 
of this is in the fact that the disease is 
practically unknown in a sandy location. 
The editor lives in a sandy country,— 
Hammonton, N. J.,— only thirty miles 
from Atlantic City, where beach sand 
predominates. Here in Hammonton there 
is considerable of this beach sand, and in 


nearly thirty years’ active poultry work 


in this town the editor has never had a 
single case of gapes among the thousands 
of chicks he hatched and reared. 

In heavy locations the soil becomes 
filthy, and this filth is communicated to 
the chick through the medium of the 
earthworm. It is advisable each year to 
rear the chicks on a piece of new land on 
which poultry has never been kept, or at 
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least Hot fdr ‘several seams, ears, /Tiis, hdw- 
ever, ‘is. nécéssary Only” or heavy soils. 
Here in South Jersey the editor has reared 
young chicks on the same land for twenty 
years and never had a case of gapes, 
which is strong evidence in favor of the 
soil theory. 

Gape-worms are small, red, round worms, 
usually attached to each other and to the 
membrane in pairs (male and female), 
presenting somewhat the appearance of a 
single worm with two heads. The female 
is about half an inch, the male about one- 
fifth of an inch, in length. 


il 


FOOT NOTES 


Properly cared for, the May - hatched 
chicken can be made a money-maker next 
winter. Get expert advice on how to do 
*the trick. Judge Biggle’s Poultry Book 
gives the tip. Price, 50 cents a copy, post- 
paid. Or, with Farm Journal five years, 
for $1.25. 

Give the tiny birds sand, right off. They 
will begin to pick at it early. 

A. J. Henderson, Pawtucket, R. I., has 
seventeen Plymouth Rock pullets that laid 
297 eggs in February. 

A five-pound laying hen will consume 
nal und of mixed grain and one-half 

of dry mash each week. 

" Gleies or sour skim-milk, or buttermilk, 
are all good foods which supply animal 
protéin in a very desirable form. McB. ° 


Good incubators if given proper ‘care. 


will hatch as high a Royare ale of strong 
chicks as a hen, and Ney are aes <r, 
to set. 


The body of -a bani — alsetit: the same 
composition as an egg. A laying :ration: 
is a good maiitenance: — inerenneid 
about -one-fourth. , 


If expected to: make a eanted the hens 
must; not: -be- lacking- in constitutional 
vigor, and.it is.essential for them to have 
considerable vitality. 


The. of a hen and. the egg. ‘ak 
contains sixty-five .per -cent..of water, it 
is therefore necéssary that a regular sup- 
ply be provided'in order to get-epgs. ~ 


Poultry. keepers who live near. hotels or 
bakéries, who can secure a me £7 of stale 
bread at alow price, will find it a profit- 
able -poultry foed. Stale bread, if free 
from mold, is equal to good wheat in feed- 
ing value. 


If -poultry keepers would keep a cop 
of Dr.: cabs. Poultry te aad 
bg reach, many a disease trouble would 
ghtly adjusted. It is complete. FARM 
Jom TAL will send a copy, postpaid, for 
fifty ¢ents. M. A. P. 


As @_rule one large incubator is more 
economical than two small ones. However, 
if the machine is too large, a mistake is 
sométiines made by those having a apn 
flock, by keeping the eggs too long, in 
order te have enough to fill the:machine. 


A hen is an omnivorous creature; that 
is, she requires both animal and ve stable 
‘ood in order to keep in good condi- 
tion. The animal food is the’ most 
-@xpensive element in the ration; 

therefore, it is often omitted, 
[ which is a serious mistake. 
It is important that every 
MRS. HEN: “RUNNING WATER IN 


THE HOME! NO MODEEN Con- 
VENIENCES FOR ME!" 








shipper of eggs. should candle every one 
be -marke ext as to throw out we 
thapave not pe clear and fresh. 


wile secure “gy i m better prices, part 
“build up a reputation for his goods 
will mean better profits. 
naj pepsreu wi the Tang bole 
ue W e e holes 
the roof, the window- Pigs out, a 
the door broken and 6: ita Kinges : ns 





paint it?’ said the artist. ** Well, a little | [pect cmecns o avemmes. 


aint wouldn’t do it no harm,’ 
eter Tumbledown. 
for it?”’ 

Every one knows that turkeys will live 
on insects ; they can live on grasshoppers, 
if you will give them a chance. I had 
seventy-five last year that I never fed 
until late in the fall, and there were lots 
of hoppers left. That is why I believe 


* replied | 
‘*Whatdo _ ee | 
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Wa ee See 20 eggs, $4, after May 15th. Catalog showing 
wild gobbler from the Mountains. “Valley View Poulixy Form, Belleville, Pa. 


E%s for Hatching—Thorough bred R. L Reds, = @e Combs,) $1.00 per 15 ; 
wot ndatiramat 91.00 per 16, J. M. DRUMM, Mercersburg, Pa. 








| eaters ; $2 per 40. Thor. Brah Saget, See es. 
y Tombs. 19 vars. 34 yrs. exp. Catalog. mE, NOUR. Coopereborn Pe 


Sg AND EGGS, 66 breeds. Pure Poultry, Ducks, Geese, aoe 
Bel. Hares. 60 page Catalogue free. H. A. Sountr, Box 6, Sellersville, Pa. 








lhor’b’d Chine —90e. 18, $1 ; 40, os, 93; io, 4 $6. Games, temas 
Rk’s, Legs. C Reichenbach a Son, Breeze 


Ber cic: £ xen. 8. C. Wh. Legh’ns, Young & Barron strains. 
Prices low and guaranteed. Write. Haupt Hatehery, Easton, Pa. 


Ween: ngton Eggs, Cook & Kellerstrass strains, $6, 100 ; 
50. Also 0. I. C. Pigs. R. Ruxsvsn, Sciota, I. R. No.1. 


a = 5 “ee Baws, 15, $1; 7 $5, Pine, 
Holland Turkey eggs, $2.50. LOTHERS, Peru Lack, Pa. 





























White Rocks, W.LR. 
cklings, Superb stock. $10 per 100 and up. 100, 000 
annually. Catalog. Babeock Poultry Farm, Box F, N.Y. 





Exteesive CATALOG FREE, varieties fine Poultry, — 
. Geese, Ducks, Guineas, Bantams. Hares, Collies, 
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k 
Hatching Eges. Stock Reasonable. “Pioneer Farm, Telford, Pa. 
Leading Varieties Poultry, Pigeons, Ducks, Geese. go 
4 tors, freight paid. Feed and Supplies. Catalog, in colors, 4c. 
Missouri Poultry & Squab Co., Dept. F. 0., kichowoatne, 
58 E REET FINE PURE. BRED OHICKENS, 
; ) Ducks, Geese, Turkeys, Guineas. Stock 
and Gee low a America’s finest Poultry Farm, 8000 
A. A. ZIEMER, BOX 8, AUSTIN, M 
10c gS ©. W. LEGHORNS. Will 
G, | return money for dead ones. 
CHICKS essen a 
LAUVER, Richfield, Pa. 
| B TWO-INCH CONORETE WALLS 
{Clroular FREE. C. C. ROGT, 2403 Hillside Ave. Springtield, Ohie. 
PFILE’S es Af. RIZETIES 
Poa gt Oe 
ade." MH abe deal. Write 
. HENRY PFILE, Farmer- 
itryman, Box624, Freeport, til. 
and — house 
mites ry hours. 
fowls. Vapors kill 
Bottle 
bite Apteas antes 
. 4. METZGER MFG. ip Dept. SI INCY, ILL. 
SAVES 500 CHICKS-SURE 
op: ‘onder oly Cle Chick Saver stops bowel 
trouble. ~ % of incubator hatches. 
package = FREE BOOK on care 
pa 10 poultry raisers’ names 










1023 3h Shard S., hlbone Ci, ble. 


Tells ages chicks + 


E. J. Reefer, the poultry expert of 501 Main St., 
valuable 























Rest», 15; $2 p. 40. Brahmas, Rocks, Reds. Wh. Orp’ tons. 
1.50 p, 15. Leghorns, $1 p. 20. S. @. Brarex, Coopersburg, Pa. 
Eire its 15, $1; ~ $2. Thor’ ghb’d Rocks, Leg., Reds, Orp., ,Min., 
20 variet’s. Catalog. H. K. Mohr, Quakertown, Pa. 
G foie een Been, $4 per 10; R. ©. R. 1, Red Eggs. 
per. 15. Shropshire Sheep. H. J. Van Bree. Gettysburg, Pa. 
GHBRED White Plymouth e » 5 
for $1.50. + sieig yg hunky eo No. 1; Peon hs ¥ 
NGLISH PHEASANT EGGS for sale. $3 of 15 eggs; 
E $17.50. the hundred. .C. T.. KIMBALL, TL. alot Wieconst a 
R ©. BR. LEGHORNS, ween Gi8 strain, prize winners, 
« farm range. select 1,15; #9, 5 8, W. Hensel, Basil, 0. 
Breeds Land « Wate: is. Colli 
Bho San ines. lint free £3. ste erie Bos 
M, Bronze, B. nee Nar nsett 4 
Toes ey ee ALTER Bros. , whatan Point, Ohio. 
Siebel deche Bema Nea uate, Fag 3° 
8SerePewnins st B0e: Money tack & prompely It you 
‘Waitabure;, W 
Ce eee ots Fat pee 
UFF. RPINGTON , $2 per 18. Rose-Owen stiai 
BP EE ORPINGTON PGO8 iret, Soper win 
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PAGE BOOK FREE. Lowest Rate of Various Breeds of 
Poultry, Pigeons, Hares, etc. J. A. Bergey, = 


35 BEST BREEDS POULTRY. Stock and eggs, reduéed: 
Big illus. circular Free. John E. Heatwole, Essrtecnbase' va. 


Chicks Guaranteed Lively. 1008. C. White, Exp. paid to 
you, $10. Cat. Glick Leghorn Farm, Smoketown, Pa. 
CHICKS $72 Roe 

. SEW. 


per 100. <A 
BUFF TURKEY 1 °soxe wink. 


let. yi 78 
TOP! 6 0. White ton Eggs and Chicks ab 108 lees 
than regular prices. Kellerstrass, Aldrich & Owen strain. Circ. 
free. Oakalone Stock and Poultry Farm, Kinzer, R. D. No. },: Pa. 


US. POUL! 


SOUDER’S cit x: Tiatchina Bape = 
Specialty. EDWIN SOUD emesis heme . 


Prices Cat Our Bhaeeen Ses haces 


_ 
of chix, tc ang Ts Fale Dec., Jan. 190 Aad 
— eee Keystone Roaiiry Perm Box F, ford, Pa. 









































World’s Champions 
paseo iss 
Belle C : 


thy $900 Gold Ofiere come wis 
ortfit shewn In actual colers, Jim Rehan, Pres Wome Test 
Belie City incubater Co., Box 34 Racine, Wis, 


Get Low Mankato Prices! 


fepend You beerenet mre Incubator 
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We will not try and 
explain about all 


the Superior Points of 
the Star ‘‘Never Sag” 
Gate in this Ad., but 
if you will write for 








our catalog (sent free) 





you will have every- 











thing explained, and 














* you will learn what a 
good Gate this is. - 
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every ‘farmer: ought to have at least a 
small flock. J. E. B. 


Again we say, remove all males from 
flock immediately after the breeding sea- 
son. They are of no value for egg pro- 
duction. They cause a slight loss from 
being consumers and non - producers. 
They are often responsible for heavy 
losses in warm weather by causing the 
eggs laid to be fertile, and hence easily 
spoiled. 

In the construction of poultry houses, it 
is desirable, for the purpose of economy, to 

rgake each house or eachsection of a house, 
as nearly square as possible. In this way 
more floor space is obtained with the same 
amount of wall, than with a long, narrow 
house. Poultry ‘houses should be designed 
with a view to securing the maximum 
of light with correct ventilation without 
drafts. A concrete floor is proof against 
moisture, rats and vermin, and will save 
its cost in a few years. V. R. McBRIDE, 


When Speckle comes out cackling, 
Grandpa will say: 
“Ma, do you think she’s lying 
Or did she lay?”’ 
If grandma hears her singing, 
“La sakes,’’ she’ll cry ; 
“Pa, is that hen a-laying, 
Or does she lie?’’ 


In feeding laying hens it is poor policy 
to attempt to economize by reducing the 
amount.of food given. A laying hen may 
be compared toa machine—the more food 
she will consume the more eggs she will 
produce. A five-pound hen can be main- 
tained for ten cents per month, but she 
can not produce eggs on a maintenance 
allowance, By increasing the amount to 











twelve and a half cents per month, a | 
balanced ration may be supplied, which 


will result in a net profit of from 3 s % 
per year. 

The market poultryman will find: Boar 
bon Reds bw ae table, 
hens are splendid layers and quiet 
mothers. re first experience swith the 


laid 124 eggs the first season, and they 
have done equally as well ever since. The 
breeder finds: buyers waiting to take all 
the stock and eggs that he can possible 
produce. My turkeys produced more epee 
last year than any other crop on the’ i, 
considering the original cost and the cost 
of producing. 


Plant grapevines along the fences of 
your chicken wards. Fasten a few wires 





run along the wires. The vines grow 
quickly and the shade is enjoyed by the 
hens through the hot summer. The shade 
is cooler under some ee growing plants 
or trees than ‘under boards or boxes, and 
the air has a better chance to circulate. 
Rooted’ vines will grow a little quicker, 
but it takes but a few years to have a 
fine shade and lots of grapes from cut- 
tings. It will do you good to see the hens 
gather under the vines after their meals 
are eaten}. and it does. good, as their 
fruit il testify. MRs. 


It never pays to permit two kinds. of 
bones ate with eee yack eorectoriotes, 
w some 


the sa 
splent id. Bud Wyandodin wh 
nearly starved before their ae recog- 








were 


nized the fact, si because the more 
sprightly White orns, which were 
their rters, | 
rushed in and devoured | 


the | 
the f before the 
more logy Wyandottes 


CHICKEN: ““FOR PITY’S SAKE, 
WHAT ARE THOSE USED FOR?” 








wae <= 


——> 





had a chidihe to fill their crops. The owner 
wondered why so many of the former were 
falling off in weight and health. I proved 

my contention by going into the yard 
after the feeding time and examining the 





3. O’CONNELE:” 


r amount of ‘ 


turkeys was with two young hens, which 


across the corners and train the vines to | 


ibiithe 





crops of the Wyandottes. Man 
almost empty. A few weeks of such piracy 


and the hens drooped and died from sheer | 
I took ten of them that could | 
hardly stand, and fed them separately, | 


weakness. 


and in a week they were strong and 





vigorous. They were simply a to | 
death. A. R. 

On this are advertisements of roofing, fencing, 
paint and buil building supplies. 
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Get in BUSINESS for YOURSELF 


Any hustler, handy with tools, can omer himself inde- 
mdant by. qotng on quent Se a recing: poneet peeve 

y advertised. w Cy nesunalte te 
farmer or town man Varee 
oe in antowan necessary, Sa may require 


MONTROSS COMPANY, Tse Erie rie St, Condon J. 














were ‘ 


ORNAMENTAL 
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Fence 18c arod. Barb Wire $1. 
We not only lead on 
Catalog proves it. 


SAVE ON E-HALF 
Your Paint Bills. 


Ingersoll Paints Proved Best by 66 Years’ Use. 
Only Paint Officially Endorsed by the Grange. 
From the Mill Direct to You at Factory Prices. 


DELIVERED FPEE. 


| INGERSOLL PAINT BOOK FREE 
| Telis the whole story—all about Paint and Painting 
| 





for Durability free te you, with Beautiful Sample 
Cards. If you want Paint, write we. De it now. 
i can save you money. Satisfaction Guaranteed. 


0. W. Ingersoll, 251 Plymouth St., Brooklyn, 4. ¥. 








— BARN $385 | 


Hardware) We Ship Anywhere—Size 32x36 


Including Complete Plans and Coonan Oe Bills of seaeaieh 


be furnished in 26 


Self eaeteies roof, concrete or dirt floors; | stalls or 
“ lumber for walls, roof and p oe also all sash, Saedware a 
This barn can 


A edo for $368. 


sizes, and with an: 


Bie” now and save money. Put up that aie at sous tal cathe porte oe fig: 


ured. 4 us Ag the material. Bu 
erything you need. 


at wholesale prices of §@& 
erous leeway on all meas- @ 


‘7 «urements. ha yg BA onien. Lumber all sound and clean. Shipped to you anywhere. 
| Safe delivery guaranteed. Special barn plans drawn and “Guaranteed Right” 


Estimates furnished to your order. 


Use the coupon. 


Save $100 to $300 or More 


i 
| 
| 
ij Satisfaction or 
} 
' 
| 


5000 BargainCa No Matter Where 
Money Back of Building You Live 
You deal with us on only Every farmer needs . we ship 
you must be sat~ -making book where. It makes no 
infed. ‘ou are the = pages, ence Vn eB live. Ye 
pai a pagent on ey money ors. 100,000. every in 
Three it regularly. Fay B on i 
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PIGEONS FOR’ PROFIT 
Ins and outs of squab raising for market 
—Of interest to all Our Folks 


NDREW TURNER, Taylorsville, Pa., 
writes: ‘‘A correspondent in the 
February issue of the FaRM JouR- 

NAL asks if any one ever heard of a female 

igeon laying four eggs at one amg = I 
Polieve it is a very unusual thing, but I 
have just recently had a similar experience 
in my own loft. The hen is a young bird, 
hatched last June, perfectly white, but 
nota purebred. She has not as yet brought 
up any young. At her first venture she 
laid four eggs, and I was inclined to think, 
as the correspondent suggested, that an- 
other pigore ad borrowed her nest. She 
sat close ne gry the eggs, but only two of 
them proved fertile, hh one of which the 
squab died. The other hatched out lived 
only a few days. In her next venture she 
laid three eggs. One of these proved in- 
fertile, one rolled out of the nest and was 
broken, killing the squab when it was just 
about ready to hatch out, and the other 
hatched, but the squab died in a few 
hours. Now the hen is making another 
nest for her third try, which I hope will 
be more successful. i opelaien should 
be rewarded.”’ 

Utility Pigeons gives this remedy for 
canker of the throat: Swab out throat 
with one part perchloride of iron to seven 
parts glycerine ; or use permanganate of 
potash mixture—eight grains to dn ounce 
of water—and give a pinch of Epsom salts 
night and morning. 

There are several kinds of canker. The 
cheesy kind forms a lump and kills itself. 
The virulent kind begins in the nostrils 
and comes mostly during hot weather, 
caused by blood overheating. One in three 
cases can be cured if treated with Epsom 
salts to cool and clear the blood. 

The editor of Utility Pigeons says that 
an excellent way to get a pen of birds 
located with the tenet trouble, before the 


pairs have been mated, is to put.the cocks | 


in the pen for a month or two before the 
hens are introduced. In this way the 
cocks will select their location, and when 
the hens are placed in the pen will coax 
the hens into the nests they have selected. 
This accomplishes the purpose of gettin 
the pairs located a month or two ahead o 
the time you wish them to mate, and 
saves just that much time at the beginning 
of the breeding season. 

A large and a small egg in the nest is an 
indication that the breeding qualities of 
the hen are becoming exhausted. 

Next to patience and perseverance, the 
most important thing is to use the greatest 
care as to food. 

Some pigeon men think that mixed peas 
contain more fiesh-building qualities than 
the Canada peas. They say they are 
cheaper and are a better conditioner than 
the more expensive food. Pigeons are 
generally hungry for peas. 

C. Graham writes :. ‘‘ Pigeons are con- 
sidered to be in their prime when three 
years old, and there are very few pairs 
that pay for their feed after they are 
seven years old. They depreciate in value 
with age. 

In both old and young stock, as a rule, 


female pigeons are more delicate thanthe | 


males. 

In eeretnsing stock, if possible, it should 
be ascertained whether or not they are 
free from vermin. One or two lousy birds 
introduced into the loft will soon infest 
the whole lot. 

_—— S ve cameo oe ily age has 
sold a million pigeons during the t 
twelve years, ‘anak of them Athen gm 
him from Belgium, says that the produc- 
tion of y mag is leggin behind the de- 
mand. large New York house says 
they are not getting enough in one week 
to supply one Be business. The demand 
is. increasing. 
courage the raising of more squabs, and 











' 


his certainly should en- ( 


is proof that the'fear of a glutted market 
is not founded on fact. 

James A. McGurk writes that a good 
way to prevent squabs dying in the shell 
is to leave an open pan of water in the 
loft, and also sprinkle the floor and nest 
boxes occasionally with water. 


On this page are advertisements of pigeon stock, patents, 
fencing and paint. 
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When you write to an advertiser tell him that you saw 
his card in the Farm Journal. It is to your interest to 
do so,as Our Folks are treated honestly and served 
with the 


best. Read the Fair Play notice on first page. 








1 Start raising 
mn Pigeons ! Squabs for 
Market or Breeding Purposes. 
big profits with our Jumbo Pigeons. 
e teach you. Large free, illustrated, 
ive circulars. Providence 
Squab Co., Dept. J, Providence, R.1, 
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A Oe cat 
| | hee $0,000 offered for in- 
eS ventions. Book “How to Obtain 
’ og a Patent” and “ What to Invent” 
\ ”y sent free. Send sketch for free re- 

Woe port as to tentability. Patents adver- 

\ ae tised for at our expense in Manufac- 

turers’ Journals. 


CHANDLEE & CHANDLEE, Patent Att’ys, 
Est. 16 Years 906 F St., Washington, D.C. 




















aa WHY PAY FWO PRIOES FOR FENCES? 





ASNARAARARAAAA /ANAA AAAAAAAAAANARA: 
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direct from our factory. Hundreds of usive 
styles. Wire and Ornamental Iron guaran ‘ences 
for every purpose; Gates, etc. 4a Write for FreeCata- 
log, First Order and Early Buyers’ Offer! 


WARD MFG. CO. 219 Ward St., Decatur, Ind. 
Send For Book On 
EMPIRE No. 9 f 


EMPIRE, Jr. 
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ciation. 


a reasonable use of paint. 





at little cost. 


dealer’s name with books. 


Acme White Lead & Color Works. 


DEPT. N, DETROIT, MICHIGAN 


Chicago 
St. Louis 
Pittsburgh 


Toledo 





Fort Worth: 


agree that paint costs nothing. 
increases the. life of the thing painted, multi- 
plies the service it renders and cuts depre- 
i Let us tell you how you may put 
the sign of prosperity on your place with 


ACME QUALITY 


Paints and Finishes 


include paints, enamels, stains, varnishes, of 
the finest quality—a ready-for-use finish for 
every surface. Write for our. free books, 
“Acme Quality Painting Guide” and 
“Home Decorating,” and learn how we 
have made it possible for you to keepA 
everything about your house and barns, 
inside and out, at 100% valuation and 
We send nearest Acme 
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: brood from strong colonies, but be certain | 
REE, THE Busy BEE IME that you are not. also giving the weak | QALY Ree ee 
$2.27 per sq. 


BY D. EVERETT LYON 
The Biggle Bee Book has a whole chap- 
ter devoted to queen rearing, with illumi- 
nating illustrations, and this chapter 
alone is worth the small price asked for 
the book—50 cents, postpaid. 

' May will be a busy month, especially in 
the southern part of the country, as 
swarming will then be at its height and 
queen rearing in full blast. 

In the northern states May is a good 
time in which to begin queen rearing and 
suppiying colonies with young queens, and 


.there is no better plan than the Swarth- 


more, originated by the late Mr, Pratt, 
of Swarthmore, Pa. 

It is-a mistake to suppose that queen 
rearing is a difficult and intricate work, 
for with the aid of a few appliances and 
a littie deftness of fingers, it is the sim- 
ee thing in the world, and even a novice, 

y following directions, can rear queens of 
excellent quality. 

The giving of vigorous young queens 
goes a pen gd toward controlling swarm- 
ing, though it can not be called an absolute 
preventive. 

An occasional swarm will emerge during 
May from colonies that are strong, but 
swarming will not become troublesome 
until June. 

The novice rejoices in the emergence of 
natural swarms, but the beekeeper, whose 
colonies run up into the hundreds, looks 
upon natural swarms with aversion, as it 
means the loss of swarms that come out 
in his absence, especially those in the 
outyards. 

To prevent it, various methods are em- 
ployed, such as clipping the queen’s wings, 
and the practising of the ‘‘ shook swarm ”’ 
plan, with great success, the latter being 


the preferable method and one that has 


proved its efficiency. 

The idea of clipping the wings of the 
queen is, that if the swarm comes out and 
goes even a great distance from home, it 
will return to its hive again when it notes 
the absence of- its queen, whose clip 
wing will prevent her joining it in flight ; 
and though she may perish in the grass, 
yet the swarm will be saved. Better lose 
the queen than the swarm. 

Now is a good time to tier up the supers 
if the nectar is coming in freely ; and, 
where comb-honey is the end in view, by 
all means use full sheets of foundation in 
the sections to insure straight combs and 
also to induce the bees to enter the supers. 

Bait combs of finished or even partly- 
finished combs from last season will often 
induce the bees to enter the supers when 
otherwise they would be reluctant to do so. 

When short of such finished sections I 
have even purchased some from dealers 
to use as baits in the supers, and the 
results have been very satisfactory. 

‘On warm days go over every colony 
thoroughly, as early spring house-cleaning 
saves a world of trouble later on. 

As the weather becomes warm enlarge 
the entrances of the hives; have each 
hive elevated above the ground, and — 
the grass and weeds cut so that they will 
not interfere with the ingress and egress 
of the bees as they go back and forth in 
questof nectar. _ 

Any one can make mighty good sup- 
ports for the hives by making large square 
concrete blocks molded in forms just the 
proper dimensions; they need not be 
smooth or artistically finished. 

The middle of May is a good time for 
making artificial increase and establishin 
outyards, and this is all treated at lengt 
in the Biggle Bee Book. 

Many stings and annoyances will be 
prevenaes by using proper clothing, and 

y the judicious use of a good bee-smoker. 

Strengthen all weak colonies with 

frames of bees and sealed and hatching 





colony the ~~ from the strong one on 
rames of bees and brood. 

FOOT NOTES 

Be a little chary about buying new- 
fangled hives, non-swarmers, etc., that 
have not been thoroughly tested and 
proved of real value, for some men get a 
theory and spring it on the public before 
even they themselves have thoroughly 
proved its worth. 


On this ge are advertisements of patents, roofing, 
fencing ond buggies. 
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PATENTS That Protect and Pay | 
Send Sketch or Model for Search. 

BOOKS AND ADVICE FREE 
Watson E. Coleman, Patent Lawyer, Washington, D. ©. 


GUARANTEED GALVANIZED ROOFING 
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UHIFFIN LUMBER CO. Box Ft. Hudson Palle NY a 
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BEAUTIFUL | 
STRONG 


a An, attractive and substantial 
wn fence around your home premises 
is proof of good taste and business economy. 


The New Cyclone-Waukegan Victor Gate 
has a thick coat of hot galvanizing that is guar- 
four times longer than any electric 
other farm gates. Sutemetie 
nm any raised posi’ ~— 
tes independently of the then. 

rooting or raisi: te or. Gate wi 

no under. 

freely over onew banks, - Reon § 


Sooo Bade Uycias Peas ea ices ea es 
Cyclone Fence Co. Dept 99 Waukegan, Mil. 











Wait! Don't Buy Any Buggy 


Till You Get My 





on 30-day road test. 






I sell you direct from my factory. 


man to tac 







I build perfect because 
I’m a buggy specialist. Have done 
nothing else for years. “Blue 
Mafia pend ote nanan 
n second growt 
hickory. They have full 
wrought gears, steel braces at 
points of strain and are in 
every way as high grade as a 
can possibly be built. 
sell them for less because it 
. costs me less to sell them. 



















reys, runa 
of 


Don’t waste your money paying double profit on high-priced 
buggies. Isave you $25 to $50 an 


I have saved thousands of dollars for farmers and will save 
ou money. Get my new proposition now. 
make it easy for you to own a new buggy this year. 

“Blue Grass” Buggies have earned a big reputation for quality, | 
style, and service. You'll be proud to ride in one and will 
gave moneyintothebargain. ‘Blue Grass’’ Buggies sold on 


Unlimited Guarantee 
Backed by a $30,000 Bond * 


how I save op $25 to $50. There’s no middle- 
on expenses and profits. No agents 

or eee | salesmen. Nothing but my Big Bargain 

Book—and Uncle Sam carries it anywhere 

in the country for a few cents postage. 


RISK 
Save $25 to $50—Send for This Free 
Buggy Bargain Book 


My big book is crammed with buggy bargai 
° 


buggy you want, you’ll find one here to suit y 

7 and ata price that goes easy on yout pockethesh Tl 
also list a complete line of si and double harness at 
direct-to-you prices. Write le 


D. T. BOHON $1256 MainSt. Harrodsburg, Ky. 






















Bargain Book 











send you my luxurious buggy 







It is a big winner, 
Bohon’s 














ee he, 


LY Wh 
MtpeD dh 

d@ 

Y 


\ / 


#7) f 
id 






= 
That’s 

inal 
Orr art 


























04 


Free 











any ns. Sur- 
phaetons, etc. matter what kind 















318 (14) 


FARM JOURNAL 





May; 1915. 








QUESTIONINGS 
BY AUGUSTIN W. DREEDEN 
O Father, look upon that growing boy, 
Clear-eyed and sturdy-limbed and full of 
life— 
His books and slate and bail are all his joy ; 
Yet even now he dreams of nobler strife. 
Think of his usefulness in years to come, 
In law or medicine or church or school ; 
Will you give him to help miake up the sum 


Of those who die that some rash king may 


rule? 
I give no son of mine in senseless broil ; 


His hands are- destined for a nobler toil ! | 


O Maiden, now betrothed to him you love, 
See how he hastes to thee as to a Shrine ; 
He loves thee as he loves the God above. 


Wilt thou give up for war this love of | - 


thine ? 
Behold upon the field thy lover lies, 
Where bullets buzz and sting like angry 
bees ; 
And none are near to heed his gurgling 
cries— 


Ah, tell me, sweet one, does the picture | 


please ? 
_My dream is of a home with fruits and 


flowers, 
And a wee babe to while away the hours ! 


O Mother, look into the sparkling eyes 
Of him that prattles there upon your knee; 
Oh, hearken to his happy infant cries, 
And see his arms upstretched in childish 
glee. 
Then tell me, would you like to see those 
arms 
Torn with blind bullets from a foeman’s 
? 
The glutted ravens feeding on those charms? 
Do you want war? And will you give 
your son ? 
I want no war ! 
cease ; 

I dedicate my babe to works oe peace ! 
BRAVEST OF THE BRAVE 
Women in the War 

Among the most powerful articles de- 
seribin 
Corra 
Brave ’’ 


I pray that wars shall 


arris. In her ‘‘Bravest of the | 
she has summed up very skilfully 


the position and temperament of each of | 


the various na ities of women in- 
volved in the war, as follows : 


The Belgian women have been the lit- | 


eral victims. They have been scattered 
to the four winds of the earth. They have 
been trampled in the dust by the feet of 
an invading army. I have seen women 
who were forced to witness the execution 
of their husbands, women who ran scream- 
ing with terror from their burning homes 
into a world filled with soldiers. I have 
seen not one or two, but literally thousands 
of them, who were famished for water and 
starving for bread. Ihave seen children 
less than two — of age who have been 
without food for four days ; young babes 
in their mother’s arms, whose breasts had 
been dried by the awful terrors through 
which they had passed. I have seen women 
accustomed to every comfort staggering 
into a strange land, without shoes on their 
feet and without a centime in their pockets. 
One must entertain the highest admira- 
tion for the German women. They im- 
ressed me as the greatest women of 
pe, the most pathetic in their bondage 
to men. They were by far the most 
thoughtful, the most eek the most 
Ss. They had the mournful sense of 
sibyls in regard to their position. They 
were not hopeful, they were only patient. 
They had the brains of scholars 
losophers, the seer spirits of 
were the slaves of the wae © of thin 
there. This war is the great aypestaaity 


the war, are those written by 


ncn thy 


for the women of Germany: And they 
have met it with courage. They are fill- 
ing men’s places in every walk of life. 


They are no longer at the bottom, but at | 


the top 


Of all the women in the world at the | 
present moment, what the French woman | 
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Teel. 


1 Automatic Handi- 


vie Wrench, ete. 
ie eta 40 men. Guaranteed for life. 
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Cheap “He es 


Fence. + direct, shipping to users only at 
manufacturers’ prices. Write for FREE CATALOG. 
_ UP-TO-DATE MFG.CO, 905 10th st 





| Make Patents skcich for free scarey No patent, 


C. H. Crawford, 60 Jenifer Bldg., besa 


REOSOTE y 
FENCE] POSTS 


Get sixteen years extra service 


r a few cents 


















U.S. Government experts estimate (Bul- 
letin 387) that a fence post that will last. 
four years ordinarily, will last for twenty 
years if c 


Ontioasy: crude creosote oil im 24 not well 


adapted for use in the field and is re- 
stricted to the regular creosotin "SERADE 
therefore,we make BARRETT 


ONE LIQUID 
OIL, a special Ae ie any ed cs 





BARRETT MFG. CO. 


York Boston 
ed St.Louis 
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Cattle barn of the Hon. J. J. Gardner, Alsion, New Jersey 


Mr. Gardner did not buy 
“roofing,” 
ee roo 99 








he. invested in 
backed by— 


ROOFING 


J -M RESPON' SIBILITY 


A building that is roofed with J-M material must be roofed satisfac-. 


torily—“ good will” is the basis of our half century reputation. 


The “rubber type” 


other Natural Asphalts. 
behind it. 


yet make joints water-proof. 





J-M Asbestos Roof- 
ings are examined and 
approved by Under- 
writers’ Laboratories 
under the direction of 
The National Board 
of Fire Underwriters. 


EE 


J-M 











H. W. JOHNS- 





When you register your roof with us, you make it possible for the 
largest roofing organization in the world to bring you within the scope 
of an inspection service that makes your guarantee worth while. 


J-M REGAL 


READY 
ROOFING 


roofing of highest quality sold at a price lower than that 
usually asked for ordinary roofings of thistype. Our great manufacturing and distrib- 
uting facilities and the large quantities in which Regal is turned out make this possible. 

Made of high-grade Wool Felts thoroughly saturated with Trinidad Lake and 


Years of perfect service in every square of it and J-M Responsibility squarely 
Easiest to apply because of J-M Vise Grip Cleats, which do away with cement 


J-M ASBESTOS READY ROOFING 

The famous “ White Top.” 

of all ready roofings and the most economical in the end. 

First cost only cost, because it needs no painting. Spark-proof, 
fire-retardant and weather-proof. 


TRANSITE ASBESTOS SHINGLES 


Gaining in popularity everywhere not only because of their 
fire-resistant qualities but also because of their fine appearance 
and the absolute certainty of their permanent durability. Put 
on J-M Shingles and forget your roof. 


MANVILLE Co. 


a ES Bae Eat. 


JOHNS-MANVILLE CO., L’ 


Most attractive in appearance 


York 
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TD., Toronto, -Winoipeg, Montreal, 
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- is and what she does are most important. 
Of all the women I have seen, she is the 
least self-conscious. She does not’ think 
of herself at all. She is the last perfect 
stroke in this terrifie .picture—a little 
figure in the background, standing: like a 
spirit in the deeper shadows, with dark 
eyes looking serenely out of a set,. white 
face ; with red lips firmly closed, not smil- 
ing, never drooping, always looking beyond 
the hour of this tragedy-to the France of 
her faith. She belongs, as immortelles 
belong, above the graves of the bravest ; 
as hope transfigures despair. Such dignity 
and such repose have never been surpassed 
by the women of any invaded nation. 





ARMAMENT MEANS WAR 


If we begin to arm because we are be- 
hind in the race for armaments, there is 
no end to the process except a great war. 
With every increase abroad there will be 
a new cry for new appropriations here. 
The burden of taxation, now already be- 
ing severely felt in certain quarters, will 
grow by leaps. Now two-thirds of our 
national expenditures go for warlike pur- 
poses, including pensions. This vast sum 
will be increased more rapidly than our re- 
sources, and either added taxes or the with- 

_drawalof aid from internal developments 
will follow. How much wiser to make our 
potential resources of use to our people 
and the world, food:and clothing cheaper, 
wages better and more homes happy, than 
to: go into this unproductive venture, 
which, as present conditions show, always 
ends) in.war! ‘‘ Whatsoever a man sow- 
eth that shall he reap’’; and beginning 
on. a-course of warlike pre tion, wi 
the- general awakening: of the» mili 
spirit and the contagious enthusiasm whi 
will follow, fanned :by our increasing army 
and navy followers, and -the..commercial 
interests; will put us in such a condition 
that on the least provocation we will 
place our equipment in action. 


CAREFUL TALK 

Of course, we’ll talk about the war— 
that can’t be helped, by jings; for that 
is what we’re living for, to talk of Vital 
Things. We'll talk until our throats are 
hoarse, we’ll jabber day by day, but let 
us, in our brave discourse, be careful what 
we say. Why sit upon the grocer’s bench, 
or stand along the curbs; and roast the 
Germans or the French, the Austrians or 
Serbs? The justice of each nation’s cause 
can’t settled be by you, so you’d be wise 
to shelve your jaws, and cease your how- 
dydo... The feeling now ‘is too intense ; 
why make it doubly deep? ’Twere better 
far to paint your fence, or else dehorn 
your sheep. is combat gives my soul a 
wrench, and starts the scalding brine; 
for I have friends among the French and 
German friends are mine; and there are 
Britishers I love, and Russians I admire, 
and, oh, I hate to see them shove each 
other in the fire! How I look forward to 
the day—God grant it soon may come— 
when all of them will cease to slay and 
—— enon drum. a oo 

can do no y springing foolis . 
so I shall saw my ae of wood and get 
my hay in cock. WALT MASON, 

[Copyright by Adams Newspaper Service.] 


oe 


WAR DEBTS 
It must not be forgotten that the pre- 
vious debts of. were prodigious, as 
the following table will show : 








Debts per 
Total debts. capita. 
$ 72- 


Great Britain 000, 

WE gio oaks ES 6,575,000,000 166 
Germany........ 000, 18 
I aicacy |. guapoiow 

ustria-Hun: , 
Russia... fuiecis 1,000 21 
Serves... ie Gees 130, 000 , 44 ., 
Tote i607 iss $13,850,000,000 $47 - 


To these vast debts and ‘consequently 
high taxation will be added the cost of 
the present.war. ti 


} became the _largest - selling 
i the world. They have remained so 





‘The Maximum Tire 


Yet Price Reductions for 
- Two Years Total 45% 


. — the beginning. thiere have been 
icies on tires. One has been to 
tires.to. make the price attractive. 


| The other has been to secure lowest cost 


per mile.» 
Goodyear: started. many years ago to 


build the best tire possible. We went 
to extremes. , We created a department 
of experts—costing $100,000 yearly— 
just to firid ways to build tires better. 


We created the Fortified Tire. 
That means ate protected against 


trouble in five exclusive ways. 


| These features were costly. For a 
long time, these Fortified Tires cost users 
one-fifth more than other standard tires. 


Jumped to the Top 


Yet Goodyear tires, despite the price, 
i tires in 
ever since. 


Their success is amazing. Last year 
we sold about one 


and fabric also came down. Within two } 
years we made price reductions totaling 
45 per cent. Our last one was on 
February |st. 


Tires Never Skimped 


Yet never in one item have we 
skimped these tires. Every year some- | 
thing has been added. And we still 
are spending $100,000 yearly to find 
ways to better them. 


They still excel in these ways: 


In our No-Rim-Cut feature. In our | 
“On-Air” cure, which saves countless | 
5 ge That alone costs us $1500 

y. 


We form m each tire hundreds of large 
rubber rivets to combat loose treads. In 
each tire base we vulcanize | 26 braided 


piano wires to make the tires secure. 


Our anti-skid tread—the All- W eather 
—is made double -thick and — 
That combats wear and puncture. 
gnips are sharp and resistless. 





Goodyear tire for 
every car in use. 
Yet we have a 
hundred rivals. 


Fortified 
Against 





GoonSs¥Ear 


= e 
Fortified Tires 
Rim-Cuts—by our No-Rim-Cut feature. 
Blowouts—by our ‘‘ On-Air”’ cure. 
Loose T: by man 
Insecurity pe 1 
thick All-Weather tread. 


less expense. Men 
Miscaal pain ialies 
ing these savings. Ask 
them what they mean. 
i nT 
Kielicl past tlow.| tke gemee woke | 


—by our double- Ti “ Any dealer | 


will supply you. 








THE GOODYEAR TIRE & RUBBER COMPANY 
| AKRON, OHIO 


"Makers of Goodyear “Tire Saver” Accessories; also Goodyear 
une | “Wing” Carriage Tires and Other Types 





less trouble, more mile- | 
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VINCENT’S BUDGET 


Slick up the rough places, but don’t forget 
to catch a litle sunshine daily 


F you want to make the world more 
beautiful this year, right now is the 
time to do it. 

Begin b <a a few trees. Let 
them be of a kind that por best in your 
locality and which will be worth —_- 
thing after they reach wg 
man who plants trees is one of the best 
friends humanity has. 

Clear up some spot on the farm that has 
been gro up tobrush. You look better 
for a good shave ; the earth is more beau- 
tiful for every weed and bush you cut. 

You have been thinking for a nea 
about taking away the old road 
There are still many of these arsed 
which are pe unsightly, saying nothing 
about their taking up so much room that 
might be growing something. Root the 
brush and little trees out all along the 
line of these fences, Plow the land and 
seed the strip down. Think how much 
this will add to the looks of the farm. 

Leaving the front yard without mow- 
ing until the grass is al headed out and 
fit for hay, and then cutting it with a 
scythe, is like going without shaving all 
summer. Saves some time; but how a 
fellow does Jook! Shave the lawn every 
few days with a goodlawnmower. Maybe 
you never had one.. Save somewhere else 
and get one new. 

A fresh coat of paint is like a neat- 
washed dress on a pretty girl. You can 
do the work yourself and cut the erpetes 
in two in the middle. But use plenty of 
elbow-grease ; rub the oi] deep into the 
wee It will lengthen the life of the 


pWe hed a field which somehow had 
grown up terribly to weeds, and bad 
weeds, too, for they were akind of golden- 
rod, whoa roots running out every which 
way, and driving out am grain or any 
other crop we might plant 
In J pare plowed this field well, taking 
pains to have every spear of the 8 
turned under d oor we had learned 
that if even a lit e stalk stuck its head 
up, it would not be long before we'd find 
the fal full-grown plant there again. 
ter that we harrowed the piece 
nortechls: and this we kept up every 
few weeks all summer. As we op- 
pee ce we went up and ran over the 
harrow. 


We did not. try to grow any crop there 
that fall, but the next spring we 
the piece again and sowed it to oats and 
seeded it down. Then we looked in vain 
and looked with joy in our hearts for 
signs of those weeds. None were to be 
found ! The summer fallowing had been 
too much for them 

Not only that, we grew a fine crop on 

land which had been so infested with 
foul stuff that we could not get anything 
worth while before. The Jand seemed to 
be stronger than it had in the past. 

In the old Bible times used to let 
the land rest once in a whi It was a 
wise thing to do. Land gets tired of being 
always ae gt ut the main thing now 
=< 7 mind is that we drove out those 


When aman beens to call himself an 
agriculturist he has got about as far as 


the truth is, if they do 
not take it easy a little every 





za 


* VIRGINIA 
,.the chances are that 
ciate g ty Later Sate 

Just stop a minute now and think what 
you can do to make the farm a little more 


comfortable and attractive. Prepiing 

 eethads connie eer Ee ag | dren 

e better. Worth more to them than 
dollar in the bank. 

No amount of money stored away can 


‘gium grains, foods 


he is age ier an upward di- 


m4 can | “take it easy." | 
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make up for love in the heart. A good 
many times we get the notion into our 

s that if wedo not get a lot of money 
somehow folks will not think much of us. 
But the dollars are not what make us men 
and women. It is the shine in the heart 
that takes the shine off the dollar. 

There is just one thing that stands 
ahead of a good apple, and that is the 
tree that bore it. take the best care 
you can of the tree. It is worth doing 
your best for. 

The best ae any farmer ever had was 


: 

ah ees many calls, but the call 
that ioe te most of cheer to his heart 
is dg: of his own little ones. 

Every day on the farm ought to be the 
best one yet. 

Some things are worth more to count 
over than ten-dollar gold pieces. Health 
is one of them. A pes wife and three or 
four nice boys and girls are some more. 
When we get to wo rrying about the lack 
of the gold pieces let! s count up a few of 
these other things 


f. ~—s 


THE GRANGE AT WORK 
BY MORTIMER WHITEHEAD 


Much of the best work of the Grange 
is done in the locality where it ‘‘ lives, 
moves and has its being.” 

W. H. Vary, Master of the New York 
State Grange, in his annual address at 
the last session, said that the improve- 
ment of ‘‘ market roads ”’ should have first 
attention before ‘‘ pleasure roads.’’ 

In his annual address at the late meet- 
ing of the want p tigate Btat State “=e 
the Master, T eson, ur, oe 
for a more direct and economical 
bution of farm products for the benefit of 
both consumer and producer. 

The Keystone Exchange, a co- 
operative business organization of Penn- 
sylvania, did a business of $198,345.93 
last year. 

The Granges in Ohio have been activel 
at work in corre and sending to 
and other articles of 
relief in‘ aid of the war sufferers. The 
Grange is unanimous for universal 
and it ‘and practises the c ay 
that aids relieves sige distress of suf- 
fering people in all parts of the world. 

The Grange in all its long years of life 
has always advocated the equality of man 





ace, 
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and woman and therefore universal suf- 
frage, and it is decidedly of Grange in- 
terest that there are now nine states giv- 
ing full suffrage to women. Illinois gives 
partial suffrage, and it became operative 
on January Tst in Montana South 
Dakota. 

State Master W. N. Cady, of Vermont, - 
says: ‘‘ The Grange should interest itself 
in community affairs. Its influence for 
good should extend outside its own gates ; 
better schools, better churches, tter 
roads, better administration of local and 
state affairs, should be our slogan. 2 

At its last annual session the State 
Grange of Wyoming placed itself on rec- 
ord as enor state and national pro- 
hibition. ies of the resolution were 
sent to the W yoming Congressman and to 
Congressman Hobson of Georgia ; also to 
the press of the state. 

The Seeretary of the State Grange of 
Wisconsin, at the annual session, gave an 
address on the ‘‘Cause and cure for rural 
children drifting mae ,’” which was 
listened to with marked attention. 

State Master T. A. Denny, of Illinois, 
well says: *‘We have come to a time 
pep the art ay rem should be held 

problem of selling ad- 
mat cer for it is in the selling of 
the product ‘that the farmer suffers most. 


af teaching education is imperfect, and 
teaching must be considered unsatis- 





to both, plc fails to give proper attention 
placing em is upon the distri- 
tion problem until it is solv 


saa t forget that the members of the 
Grange in California extend a most cor- 
dial welcome to members from ip 
where . _~ their easentfaees at the 
Panama-Pacific verte Every thing 
possible. has been done for their comfort 
and entertainment: - 

The new Master of the State Grange 
of Wyoming is Thomas’ E. Gunson, of 
Wheatland. He has been an active worker 
and leader in his state-since the Grange 
came to help its farmers. 

Itis <> aecesan ‘that Sangus Grange, Mas- 
sachusetts, has aroused. a great interest 
in agriculture and country life, and. the» 
outlook” for the! future is very ‘promising. 


. 


. » State Master C.'O. Raine, of Misseuri, 
hee: been re-elected another term. 
The for the continued. growth 


prospect 
and seosperity of the organization in the 
state was never better. ; 








*‘Better Get: an Indian, Ries a anil 
eas Life. While You Can!’’: 





quick, ~ comfortable ‘tz 


That’s the spirit-of the 
modern. farmer — speed 
up, | Save ‘money, time, 
energy—enjoy life.. The 
-~, horse: for « plowing and 
~ heavy fatm work, but for { 


ps to town — or anywhere else—a 1915 





On those farms where efficiency, econ- 
omy and progress are the watchwords, 


you'll find the Indian. On many of) 
them are Indian Side-Gars,..in which , 
the farmer’s wife and kiddies tour in | 


the evening, on holidays and Sundays. 
It also carries big loads of merchan- 
dise and supplies. 


hearts 


The 1915 Indian, in addition to the fa- 

mous vibration absorber, the Cradle | 
Spring Frame; has 9 Basic Improve- | 
ments that maintain its 14 years’ lead- 


“ership. Behind the Indian is a great 


big reputation firmly entrenched the 
world over—a name that has made the 
home of the Indian the largest motor- 
cycle plant in the world. 


Send for copy of the splendidly illustrated 1915 Indian Catalog 


HENDEE MANUFACTURING CO., 743 State Street, Springfield, Mass.. | 


(Largest Motorcycle PR a in the World) 
Stations : 


Branches and Service 
San Francisco Atlanta 


Chicago Minneapolis Kansas City 





Dallas ‘Toronto London ‘Melbourne. 
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OHN IN BUSINESS 48383 YEARS. 





“* Brass "Trimmed "Team Harness $33.50: 
2s ths harnoae Piast ere 








DVER_ 100 SAMPLES\._ ox 


a as vie ve Ee 




















papSTS, marvelous! 
‘ i 
a én TS Ute OF rt UUW. j 
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TRADE WITH 


MYTH 


MDSE.CO. 
BY CATALOG 
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“ORNAMENTAL PLANTING’ ""  phiox, gladicliis ‘and lafksput, may well 


/ : orm part of the floral decoration of every 
LAWN ‘TREES, SHRUBS AND FLOWERS well-kept lawn. The petunia ranks as 


The poet Wordsworth so loved trees that queen, being so floriferous and so easily 
he grew very familiar with them,and grown. 
it is said that he was able to know A ere beautiful hedge can be 
them without seeing, if he could hear ade by digging a ditch about a foot deep 


the leaves and branches rustle and a foot wide, filling it with good soil and 
fertilizer, and planting at intervals a row 


HIS is a good time to set out ever- of cosmos seed.” Between these seeds 
greens. It would have done any time strew sweet-pea and cypress-vine seed. 

in April when deciduous trees were By giving the ditch plenty of water the 
eer but it will do just as well now. ¢osmos will grow rapidly to a height of 
lect small trees and have the nursery- some six feet, while the delicate cypress- 
man bag the roots, with Paty of soil vine tendrils and the sweat-pea vines will 
around them. Itis not well to have the cjamber up the stout framework of the 
roots dried out the least bit. Hemlock cosmos stems, and bloom gloriously. The 
and Norway spruce, white pine, Nord- whole makes a network of green, taking 


mann’s, Colorado blue, and Oriental put little + oR making a wonderful - FOR BOYS os ) 
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screen, and the profusion of blossoms is a 


oe val wtap e make no mistake if they WHO LIKE T0 BUILD THINGS 


select this list of sweet peas. Get at 
least a packet of each for trial : Margaret There’s a lot of fun and healthful 


Atlee, Hercules, Elfrida Pearson, Thomas exercise to be had tinkering around | - 
Stevenson, King Manoel, Jack Tar, King the house and yard with tools. But 
White, Dainty penser. Ge Geor: e Herbert, you can’t get any fun out of car- 
ueen Victoria Spencer, W. Hutchins, pentry or turn out good work unless 
lorence Nightingale, King Edward you use the best tools, such as 
Spencer, Mrs. Hugh Dickson, Tennant : 
Spencer. 





On this page are advertisements of wheels, drillers, saws 
and roofing. 





ADVERTISEMENTS 


a ee ee BORO F GS Focrnal Iie Sour agora Try Simonds Saw — see how fast 
spruce, are the standbys. The retinisporas a omoaneae dare ata rumervGa tree naa and smooth and straight it cuts, an 
ans Sf of amail site, a the:-best rn | ~—s best. Read the Fair Play notice on first page. ne nr ope easy, comfortable ‘‘hang ‘7 
ties to plant are filifera, _plumosa and. it has. No tiring out the muscles, no 
squarrosa. Abies concolor is a beautiful — continual filing if you have a Simonds 
blue tree. A few pyramidal arbor-vites | Saw. It holds its edge and cuts true. 
Se ay tae oe eee Simonds Saws are the product of over 
to make Laney een the pe B eon Bog ~ | eighty years’ experience in cutting 
allow the soil to settle so as to bring the edge tools, and are backed by an iron- 
stem nodeeper than it grew in the nursery. | clad guarantee. 

Ask your dealer for Simonds Saws. We will 


Filhup with dry earth, heaping up little, 
and cover all with two or three inches of supply you if he can’t. Write for our booklet D. 
‘* If you want saws that cut like diamonds 


strawy manure. This will conserve mois- x 
ture that will carry the tree safely into Ae Oe ee 
the drouths of late summer. hould CIP . oe 
there be little rain in July or August, re: Fitchburg, Mas 
move the manure, give a deep soaking of 5 Factories > * 41 Branches 
water, then replace the manure. us 

lanted, all your trees will live and thrive 
a nurseryman has given you a square 

ea 

In the purchase of shrubbery for the | 
lawn, the best plan by all means is to go 
and visit a good nursery, spend a few 
hours there in company with an expert, 
take notes of what he — and or wm a 
what you know with what he tells you. 


Kindly is the mission of the bursting 
flowers, 

They would call thee from the gloom that 
wrapped the winter hours. 

Just as beauty can never be defined, so 
the miracle of blooming fiowers always 
remains an elusive and beautiful mystery. a. that. 
Flowers are God’s free gift to all. Nothing fi wid ais 
is sweeter than an old-fashioned flower eit Fah a 


garden, even in these days of hothouses. $2 'G: ibe c dR fi 


Sometimes the grass roots die out in 
the lawn. The best noe at this season to 

; insures life-long protection to your farm build- 
ings. Sold by leading dealers everywhere—full 


make these spots good eee, is to take 
out the dead and dying fill. the 
— with nice sods taken io the side 

weight, strong, rigid, clean, durable and fireproof. 
ApoLto BEST Boom GALVANIZED SHEETS. __ 
are unsurpassed for Silos, Tanks, Culverts,’Cisterns; and all other forms of ex- 


the road or some other place where 
oo will not be missed. Rather late for 

posed sheet metal work. Sold by weight. Accept no substitute. Our free book- 
let ‘Better Buildings” is valuable to every farmer and will be sent upon request. 


best success with seed. 
alte 


The appearance of a lawn may be 






































































greatly improved by the addition of a few 
well nm annuals. Those gt ane bil 
suited for this purpose are the follo 

Tall foliage plants: Castor-bean, 
dium, canna, cosmos, ere Medium- 
size annual flowering * lants: Geranium, 
California poppy, zinn 

tunia, —— b, lori , nasturtium. 





















’ AWS STN ’ 2 
fs SSS 


mi -glory, flow: bean. os: = ties Daeg cere: Sgt = (int tani “Z oe Ss 
: tunia, ifornia o> - 4 = bea "4 ' a 


zinnia, nasturtium, scabijosa, ‘ma — 
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PEPPER BOX WELL SHAKEN 
BY CLIFFORD E. DAVIS 


HERE are:two ts of the day when 
the farmer should thank —at 
dawn for a restful sleep, and at 

night for a successful day. 


Never tie a sweaty or restless horse 
near a beehive. 


If there is a field too rocky to plow, 
set trees there, or sow for pasture. 


Smoking or chewing tobacco is a bad 
habit. Tobacco is not a food but an ex- 
pensive luxury. 


Laziness is a progressive disease, and 
when it strikes in on a farmer it is shown 
in farm and home. 


Every man has enemies, latent though 
they be; but he can get away from all 
but the secret liar. 


I wonder why le don’t buy whe os 
they used to do mm times, - drin 
for their liver’s sake? 


Is your hoe a disgrace to 
dull, rusty and heavy—or bri 
Good tools—good work. 


Fight the crab-grass all the time, even 
when it is in odd corners out of the field, 
for it spreads like a bad habit. 


Cut the briers and thorns out of the 
cow ture. Scratched teats are not 
soothing to either cow or milker. 


A weak board in the floor of the pig- 
pen or stable may cost the life of a valu- 
able animal. Put in a new one—now. 


When a farm animal is sick or injured, 
and you are called in consultation or to 
rescribe, go at once, for delay may be 
atal. 


Debt is a miry pit, a mortgage a quick- 
sand, borrowed money a ge | bog. 
Stick to the solid concrete road o 
pageemeers and then you can sing: ‘‘ Swing 
ow, sweet chariot. 


It is all right for big farmers to crow 
about high prices for wheat, rye, oats, 
ete., but how about the little farmers and 
other rural settlers who can not raise 
these and have to buy them all? 


Loafing = the a is pt whe from the 
employer. -hand has sold his 
stren; wd and i ability to labor. for so much ; 
and if-he idles: away time or only half 
works, he steals what is no longer his own. 


In my state law after law has been 
lr the dairyman, until he hardly 
knows ‘‘where he is 
at.’’ First an arrest and 
fine for using any but 
his own bottles; next, 
milk must be tested; 
WILLIE DREAMS THAT THE 


oy SCARECROW HOES THE CORN 
WHILE HE GOES IN SWIMMING 


our farm— 
tand new? 





next, a license and tag on each wagon ; ; 
pee concrete floors in stables, and sani- 
ary surroundings; and now they are try- 


he a force the chase of sterilizing 
machines. All Aas costly things have 
driven many to the wail, a sent the 


price high. 
gy ee Ratonies vote, saws, 


On this 
cleatele 
ADVERTISEMENTS 


When you write an advertiser tell him you saw his 
card in Farm Journal. It is to your interest to do so. 























soft 


Ll 6%c. per ft. Best 
Jenrming 9008 22 2 


cata- 
free. Robinson & Seidel Co., Box 6, Pa. 














ELECTRA C (itis trues wores cxcmes 


Belts. Bells. Batteries. 


Caiston S cts, OMLO ELEOTHIO WORKS, Uleveland, 0. 


=I lane's Jack 


LANE BROS. CO., Poughkeepsie, N. Y. 


Write for illus- 

fast : 8 trated bulletin. 
Lowest priced high-grade engine sold 
A splendid iitfle e nee -_ 


thefarm. 134 

overload pinch ~— my 
special features. Other 
engines, station- 
ary and portable, 
up to H. P. 


JACOBSON 
MACHINE MFG, CO., 
Dept. S, Warren, Pa., U. S. A. 
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RUN THIS E 
for Oe 
ws WREE TRIAL. | 
















ET your 


from an Engine Specialist, 
amy cabualite uehesmas tela. atk nan toe. 


LOOK AT.THESE NEW PRICES! 









2 H-P, $34.95 $34.95; 


ee: H-P, $69.75; 


6 H-P, : $97.75; 8 H-P,$139.6a 


12 H-P, $197.00, appr perny 22 H-P, $399.65. mye ol npg do 








io ene Sue paeue Sev tay gned 


SAVIETE conte sollte anno and saves ening hen 


¥ Ay, 4 


Fou aim pay move thas anyone, but nals wet 
better 


WITTE ENGINES, Kerosene, Distillate, 











CAUERES P-SRAE SEAR TT. DIRECT FROM FACTORY TO USERS EVERYWHERE. 





kinds of sae on gt poste of tOe worth. 
is today better than ever, ba 
is lower. 








poe we 
make this I sim 
posible. am ply sharing 





pnt ery mt 
buying. 
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“LAW FOR THE’ FAR 


inheritance from unmarried person—Right 
of child taken to raise, etc. 


[Legal inquiries from Our Folks may be submitted 
and will be answered in the paper, each in its turn 
if of interest to the general reader; but there will 
be 20 many questions that printed answers may be 
tong delayed. Those who want an immediate reply 
by mail should remit one dollar, addressed “ Law 
Department,” this ofice.] A. H. THrRockmorton. 


NHERITANCE From Unmarried Per- 
son: Where a person dies, unmarried 
and without a will, leaving as his near- 

est relatives two unmarried brothers or 
sisters and the wife and children of a de- 
ceased brother, how should the estate be 
distributed ? A SUBSCRIBER, Idaho. 

The two unmarried brothers and sisters 

will each be entitled to one-third of the 
estate, and the remaining third will be 
distributed in equal shares among the 
children of the deceased brother, the 
widow taking nothing. 


Right of Child Taken to Raise: Where 
A and B take a child not their own to 
raise, and they treat it in all respects as 
their own and it —— by their name, but 
is never legally adopted, is such child en- 
titled to inherit from A and B? 

Missouri. SUBSCRIBER. 

No. If adopted in accordance with the 
formalities prescribed by the statutes of 
the state, the child will entitled to in- 
herit from its adopting parents to the 
same extent as if it were of their own 
blood ; but if not so formally adopted, it 
acquires no right of inheritance whatever. 


Right of Landowner to Support of Ad- 
joining Land: A piled up railroad ties on 
the line between his land and B’s, after 
which B filled in his land about a foot 
deep and planted a hedge along the line. 
Now A has removed the railroad ties, 
thus permitting the soil from B’s land to 
wash away, to the injury of B’s land and 
especially of his hedge. Can B compel A 
to restore the bulwark for the support of 
his land? SUBSCRIBER, New Jersey. 

No. B is entitled to have his land in 
its natural state eepeaes by the adjoin- 
ing land of his neighbor, but may not hold 
his neighbor responsible for the support 
of any structures erected on his land, or 
even for the support of additional soil 
— has been filled in above the natural 
evel. 


Inheritance by Second Wife and Son; 
Effect of Will: 1. Upon the death of a 
man, without a will, leaving a small farm 
and about $500 in personal property, and 
survived by his second wife and by one 
son by his first wife, how is his property 
divided? 2. Can a will be made so as to 
make any change in the disposition of the 


property ? 

Palbaploonts. OLD SUBSCRIBER. 

1. The widow is entitled to one-third of 
the real estate for life, and to remain in 
the principal mansion house until her por- 
tion is set off to her. Of the personal 

rty she is entitled absolutely to 
$500 an to one-third of the remainder. 
Subject to these rights of the widow, the 
remainder of the property goes to the son. 
2. It is possible for the testator, by will, 
to leave all his vod gga to his wife, but 
he can not, by will, prevent her from 
receiving the above amount, to which she 
is entitled by law. 


Right of Tenant to Remove Chicken 
Houses : A tenant who has rented a small 
place, has put on it some chicken coops in 
sections, which can —, be taken apart, 
also smaller coops merely resting on the 

and movable from place to 

ut not capable of being knocked 
an@ one large shed resting on the 
and capable of being moved. Has 


lace, 
own, 


e ten- 


ant the legal right to remove these struct- 
ures from the premises, or must he allow: 


them to remain and become the prope: 
of the landlord? F., Messen” 


The houses or coops are all what are 





known as agricultural fixtures, and may 
be removed by the tenant at any time 
before the expiration of his lease. Ina 
case like this, if the tenant, in placin 

the structures on the land, did not inten 

to make them permanent accessions to 
the soil, and they can be removed with- 
out injury to the freehold, the tenant is 
entitled to remove them. 


On this page are advertisements of paints, patents, 
roofing and engines. 


~ ADVERTISEMENTS 


RRR eee 
When you write toan advertiser tell him that you saw 
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his card in the Farm Journal. /t is to your interestto | 


do so,as Our Folks are treated honestly and served 
with the best. Read the Fair Play notice on first page. 


Don’t Sell Old Furniture 
to City_Folks 








Old things are bet- { 


ter than new—usually 


better made—always bet- 
ter ‘‘for old times sake.’’ 


Don’t let another stick of 
furniture go out of the house or up 
in the attic—just because it’s shab- 
by or scratched. With 


Lucas Paints 


Purposely Made for Every Purpose 


you can “‘rescue”’ the dingiest 
Seco; mat it “‘bright as a new 

ollar’’—save many dollars on 
furniture bills. 


Lucas Home Helps include 
every paint necessity for the house- 
hold. Use them on Floors, Fur- 
niture, Stairways, Bric-a-brac, 
Screens, Shelving, Gas Stoves, 
Refrigerators, etc. 66 years of 
experience back of every Lucas 


product. 
FREE iee> be cf 
oe pe 
and latest bulletin, ‘Save 
Money on Paint.” Write 


John Dacas & Coa, 
Office 213 
Vaart 

















ANTEDIDEAS I 


Manufacturers 
want OWEN patents. Send for 
8 free books ; inventions wanted, etc. I get patent 
or no fee. Manufacturing facilities. 
Richard B. Owen, 62 Owen Bidg., Washington, D. C. 


Amarereu Save Dealers’ Profit 

N PAINT y | PAY THE FREIGHT 

| AT ee eewwey a hea phony 

IZCee Re) ,R8) Guaranteed For § and 7 Years. 

Wee BoM aekec Pace satiated ‘ree 

i ¥ turn balance and get ALL 

of your money back. 

FOR instructions For Painting 
with each order. 



















UitT | fi 
WRITE TODAY for my FREE PAINT BOOK 
with Color Card. Tells why paint should be fresh. 





Lowest Prices 
AUS murcleCmele 
Dependable 


























FREE cots BESSEMER tint ENGINE <4 


yon KEROSENE 


“The Masterpiece of the Largest Manufacturers of 2-Cycle Engines in the World’ 


for 
that 


11 poqiaanerensias, use 


itself in fuel saved!"* is the proud of Kerosene 
sor ep tire Balt separates ees We pate 
5 Sop ee tse 


Bessemer Fuel Oil Engine 


ieee 
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SAMPLE copy free to any one, any- 
where, whenever you say so. We 
show our wares before we sell ’em. 


You get your renewal free if you send 
us a club of three new subscribers at $1 
each. This is a long-established offer. 


Folks answering advertisements in the 
FARM JOURNAL will please write their 
names and addresses plainly. Some have 
not done so. 


Our files are short of ‘‘ Poor Richard, 
Revived,’’ for 1911 and 1914. Any friend 
who can spare us a copy will have our 
sincere Ss. 


By all means take your weekly state 
farm paper for its local advice and mar- 
ket reports. The FaRM JOURNAL can 
not cover its field, any more than it can 
cover ours. 


The catalogue of our merchandise 


premiums is a fascinating book, full of 
pictures of the most attractive articles 


we can buy. As — as a shopping 
tour in a big city. nd for it. There’s 


no charge. 





‘PRIVATE BOX 
ee 








Postmasters are required by law to 


report when papers can not be delivered 
to subscribers for any reason. We give 
such notices instant attention ; hope post- 
masters will be as prompt and careful 
as we try to be. 


How are we going to get our Million 
subscribers if you don’t give us a lift? 
Just one new subscriber, $1 for five years, 
is what we ask. Two, if you can, but 
one anyway, Isn’t the Little Paper good 
enough to deserve that much? 

If you are going to move soon, write 
us now give your new address. Give 


FARM JOURNAL 


of Fair Play, or they would not take our 
paper. First, we want a postal card vote 
on the question, not only in this state but 
in the other campaign states—Massachu- 
setts, New York and New Jersey. Let all 
our friends respond whether for or against 
votes for women. 





{Trademark Reg. U.S. Pat. Office.} 


This oak, emblem of sturdy fair deal- 
ing, is constantly used to remind our ad- 
vertisers of the ‘‘ Fair Play ’’ notice. No 
matter what or how you buy, if a thing 
is advertised in FARM JOURNAL you can 
put your trust in the advertiser. 


Every one who sees the twenty - four 
beautiful little volumes of Shakespeare, 
bound in crimson and gold, is delighted 
with them. (See April issue, page 296.) 
We offer ‘any set of six plays, in a neat 
leatheroid case, for only two five-year 
subscriptions, new or renewal, at $1 each. 
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The whale set.of twenty-four, in an at- 
tractive wooden desk case; for four sub- 
oe a $1 each and $1.50 in cash. 
pping charges prepaid in every case. 
Splendid for a graduation present. 





1915 CORN PRIZES 


For 1915 we continue our Prize Offer of 
$5 in Gold to every FARM JOURNAL boy 
(or girl) who wins the Highest Prize at 
a Corn Contest. 

The list of prize winners on our pre- 
vious offers is a long one, and we are still 
awarding prizes for Contests held late in 
the winter. 

Now is the time to enter Contests. The 
boys are certainly showing some of their 
fathers that they don’t know it all, and 
are petting big yields and profits in spite 
of all kinds of weather troubles. Contests 
are held everywhere, and if there is one 
in your county or district, be sure you get 
into it. Sometimes the Agricultural Agent 
is in charge, more often the Superintend- 
ent of ools, 

Send right away for circular of the 1915 
Prize Offer, so you will be sure to under- 
stand the conditions. Our Boys are the 
Best Boys, and they can raise the Best 
Corn, and we know it. 








S 


-_ Three Big, Savings 


' a 
, ) 


, ON 
Homes and Barns ‘* 


We own Vast Acreages of standing Timber and 
largest building Mills in existence. We offer Three Big Savings 
on Homes, Barns or ether Buildings. 


1—Lumber and other materials at prices pos- 
itively lowest ever known on first class material. 







your old one, too, for we have likely a 
dozen subscribers with exactly the same 
name as yours. We can’t tell which one 
you are unless we have your address, too. 


If this paragraph is marked, it means 




















that this copy is sent you as a sample, 
and that we believe you should subscribe. 
One of our representatives will call at 
once, or if he does not turn up quickly, 
mail your order direct to us. See rates 
on the first page. 


We never send the FarM JOURNAL to any 
one who does not want it, if we are notified 
to stop sending it. If any one of Our Folks 
is not able to renew, all he has to do is to 


{2 DROP A POSTAL AND SAY SO. “Gj 


We do not continue subscriptions beyond 
the inepee for, and never consider that 
a su rt is indebted to us should a 
few copies reach him beyond the date of 
pig remy We do like to give our friends 
a little leeway, when we know that they 
wish to renew. 


Our Honor ey Record is getting 
along swimmingly. More than 500 names 
of over seventy-five years of age 
have come in already. The oldest will 

ninety-seven in November next. It is 
quite in the order of mundane things that 
some who are now recorded may not be 
with us upon another birthday anniver- 
sary. In case we shall expect the 
family to notify us. Our Record is not 
full any means, so if you are over 
seventy-five, send in the date of your 
birth, that the same may be recorded. 


The friends of equal franchise have 
drafted us into their service as president 
of the ‘“‘ Pennsylvania Men’s Le for 
Woman Suffrage.’’ This is an not 
sought for by us nor desired, but one not 
to be re 1; so we are in it and want 
Our Folks to help us all they can. Farm 
JOURNAL has nearly a half milion readers 
in this state, and they are the cream of the 
population. They are, too, mostly in favor 





2—We save TWO-THIRDS 


that means, when 
materials 
to 
cut 


and 
in less time than you could 


v r Carpenter 
bill. Yes, Sir, TWO-THIRDS! Think what 
mter work usually costs more 
than all combined! We do it by measuring 
and <a Sit piece of lumber in our Mammoth 
Mills 6,000 Homes and Barns per season ! 

3—We Bave you weeks and months of time. All lum- 
ber m and cut-to-fit, and with our Blue Prints 


e Working charts, can erect the building 
put up frame work, 





$187 sit 
Sea ag 


No matter what type, style or size of building you want—no matter where you live 


guarantee these vast savings. 


STERLING cz HOMES 


—And Two Years to Pay! 


A reasonable cash payment and ‘wo years to bal- 
ance! Our world-beating offer. All others sell Cash 


in full, but our 


quality is so high that we can sell on 


time, Our Price includes all Lumber, Plaster, ue 


ware, Paints, Nails, etc. -—- 


ing from 


- Sterling Homes are real Homes — d ed by 


master archi 
can put up a ‘ouse, but to design a 


ects—the pick of 2,021 designs. 


modern, 3 
conveniently a: ranged Home requires infinite skill ard 


long experience. 
Sterling Homes are /asting 
‘t, confuse them with 
down” affairs. 





permanen 
portable"’ 





4 structures. 
or “ knock 
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HEAVY pat, upes farmers, but 

especially upon the eastern farmer 

with his hundred acres or less, is the 
cost and upkeepof the many implements 
needed by him to carry on’ his business. 
The machinery in a factory is designed to 
be used every day and all day. Locome- 
tives and cars on the railroads are in con- 
stant use, and the village blacksmith, and 
the carpenter, though they have a multi- 
licity of tools, use most of them daily. 
te t is not so with the farmer. He buysan’ 
expensive binder, but he cuts his ten or 
twenty acres of wheat‘in two or three 
days, and the machine: is then laid-by till 
the next harvest. The same thing‘is true 
of the mowing-machine, the er, the 
rake, the loader, the drills; and the various 
other machines that are specifically used: 
either at seed-time or harvest. It is true 
that sometimes the more expensive ma-. 
chines are jointly owned by two or three- 
neighbors, but such an arrangement. is 
seldom entirely satisfactory. It: nearly 
always happens that Brown’s. wheat is. 
ready to cut at the precise timé that’ 
Smith’s crop needs attention, and if. not 
instantly attended to'a rain may inter-’ 
vene-to cause further delay if not to apt 
the crep. i 


Another expensive charge upon the 
farm is the upkeep of teams, and there 
are several months in the year when the 
teams are not only nanproductive, but a 
source of considerable ex wen as well. 
This is notably true since meral in- 
troduction of automobiles, which, so far as 
we have been able to observe, have not 
lessened the number of horses kept on 
those farms where the automobile has 
largely taken the place of the family car- 
riage. There is still another serious item 
of expense, especially on farms in the 
colder parts of the East, that may be 
noted,—the maintenance of the buildings. 
necessary to house the crops and shelter 
the stock. The first cost of such build- 
ings is expensive, and their maintenance 
in good order a constant drain upon the 
farm’s resources; and as with the ma- 
chinery and the teams they are to a large 
extent practically unused for several 
months in the year, and are as unprofitable 
in that period as a shut-down factory. 


Iil 


This phase of the farmer’s problems is 
seldom taken into account by those whose 
knowledge of farm conditions is only 
casual; and too often is “go considered 
with sufficient seriousness cat! farmers 
themselves, else they would e greater 
pains than many do to preserve their 
tools, theirteams and their buildings as 
far as possible from unnecessary wear 
and tear. Too often, also, the cost of de- 
preciation is not so carefully considered as 
it ought to be in the farm bookkeeping, 
and yet it is most important if we intend 
to arrive at acorrect estimate of the ¢ost 
of parryias . a farm, It “4 edits iyo 
essential for the merchant. ica, 
take account of stock tock than it i for 
farmer todo so, for in no Sher: Meh aoe 
either arrive at a ledge of where 
he stands, Taking account of steck and: 
sone g down is tena ely ad a 

er, especia when .one js ve go 
bate ee ie he kept it of 
income and Nor will it. ropa 
while to go to. the trouble. of taking ac- | 
count of Shing: if 













hate do. 
what che Rios dlls none | 





exposition.of snedérar-ecientific, 


generally. there would be fewer leaks, 
and often there would be sufprises, some | 
of them gratifying and others not so. It 
would doubtiess surprise many a farmer 
to set down the value of the scarcely. con- 
sidered young stock, which to his Careless 
observation is of comparatively - little 
value, and it would also no doubt greatly | 


On this page are advertisements of tires, school, wal!- 
board and houses. 











ADVERTISEMENTS 


withing ap pnts p DODD A. 
When you write an advertiser tell him you saw his 
card in Farm Jour, Journal. at is aa interest t to do $0. 


6,000 to 8,000 Miles | 


25% to 50% Pee. on Tires . 
_ Prove It. At My ‘Risk 


Why put up with constant 
.tire trouble and expense ? 


Armstrong. Tires save 25% to 
50%. - Been giving 6,000 to 8,000 | 
miles over all sorts of 8, without | 
plow outer repaice itglized rubber 
~a revolutionary i ecstlanett pene. | 
tically doubles the life of the tread 


To prove that, try an aut 
Tire entirely at my risk. Test it 
¢ Sao’ any other tire—you be the 

. Won't cost you a single cent | 
. it in cost per mile it doen't prove to 
most economical tire you ever used. 


DIRECT -FROM-FACTO! ORY PRICES | 


money-saving, bed-rock Direct-From-Fac 
tory priee—no dealer’s profits or btanch- 
dhicdupunnes ablekale 


SPECIAL DISCOUNT 3 first orders, to introduce Tire 


in new territory. But w uick 
—this special discount may be withdrawn any - 


ee ee eet 
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"THE SCHOOL OF VETERINARY ‘MEDICINE 
AT THE UNIVERSITY OF haste 


trains students in all lines of veterinar: Facilities 
sneueenen. For —? address dress LOUIS A. *ELEIN: Dean, 
Dept. A, 39th St. Ww Ave., Philadelphia, Pa. 

























If you want a 
Wall Board that 
will give you the 
best service at 
the lowest cost 
—one that keeps the rooms 
§ warmer in winter and cooler in sum- 
mer—ask your dealer about 


Certain-teed 


Wall Board 


Tests made on six high grade. Wall Boards 
show that Certain-t is the strongest 
and that it resists dampness and water 
better than any other Wall Board. 


It can be used in houses, offices, factories, etc. 
Permanent and temporary booths can be 
quickly and inexpensively built with Certain- 
teed Wall Board. It can be applied by any 
careful workman who follows directions. 
Our roofings are known and 
have all over the world. 


F " “es by dealers — 
General Roofing Manufacturing Co. 


and Budleo Papers ¥ 











OM EM 


-and its an 


in. the building -of an gdh home at the Panama-Pacific Ex- 

which Uncle Sam invites you to in- 
spect if you visit the great ex).osition. It is built by the 
of construction, equip 


Usman ng Department of the Interior chose the Aladdin Company to 


co-operate 
position. The result is 9. Aladdin home 


ped wit!. Aladdin plumbi fendi 
with Aladdin furniture. Iti_ in charge of one o: 
Aladdin houses and the 


Aladdin Readi-Cut Soon of cons’ 
scored an a ce triumph—have taken a leading phanie i in this, the greatest 
commercial and industrial accomplishments. 


"| Aladdin Houses $138 to $8000 Dollar-A-Knot Guarantee 


i 





One strongest itee offered 
as pone aly A guarantee of Dollar-A- 
: also n> engeoe saree wast knot like. No 
‘has made other man in the world has had the courage 
state to build to equal the Aladdin Dollar-A- bee. 
is an Aladdin But you can secure knotless ata distinct 
at every price. saving in price too—in an ‘ouse. 


Today—Free on Request 


ete, absolutely cient f 
OWS : | ts Aebalging paper; rab foot. to fit ; 
flooring cut to fit; lath and plaster or inside doors, 


Ont. Mills in Toronto, Ottawa, Vancouver. 
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Readi-Cut system 
ting fixtures and furnished 
”s special sopeereeietiesn. 

us 

































and 
houses and other 
Send for it 


893 Aladdin Avenue 


U.S.A, 
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astonish’ many to figure up the amount 
they have invested in machinery and 
tools. We have an idea that‘many farmers 
who leave valuable implements for weeks 
lying in the fence corners would, when the 
cost were impressed upon them by the 
study of an inventory, resolve to take 
better care of their tools. A needless 
deterioration of-but a hundred dollars 
a year, a very low estimate, would mean 
the loss in ten years on this item alone of 
a thousand dollars, which we must admit 
is a very considerable leak, and a repre- 
hensible one when we consider that it is 
avoidable. a 


Doubtless most of Our Folks have noted 
more or less discussion in newspapers and 
magazines of scientific. efficiency as ap- 
plied to the conduct of business. Stripped 
of all verbiage this scientific efficienc 
means the accomplishment of a given tas 
or the making of a fabric with the least 
waste of time and effort. Possibly the 


most notable example of this efficiency in | 


actual practise is to be found in the fac- 
tories that turn out a popular make of 
automobile. Every single individual move- 
ment of the great army of men employed 
in the manufacture must count for some- 
thing in the building of the machine, a fact 
that doubtless explains why the output can 
be sold so low as to put this particular auto- 
mobile within the reach of nearly every- 
body, while at the same time enriching 
the makers. If we should once take u 
all the lost motion of the world, mankin 
would be vastly bettered financially, men- 
tally and spiritually. 


VI 


It would, of Gourse, be manifestly im- 
possible for a farm to be run with the 
reciseness of a machine shop ; neverthe- 
ess, the ordinary farm practise leaves 
much to.be desired. Too many are carry- 
ing on business with the waste of energy 
of the boy, who to balance on the horse’s 
back the sack of grain laid thereon, put 
a big stone in one end of the bag. A little 
observation will point out to any one in- 
stances where a little change in methods 
and appliances would effect a considerable 
saving of time and energy. While it is 
within the power of a wide-awake man 
completely to revolutionize his methods, 
and thus to assure himself of greatly in- 
creased profits and consequently of greater 
ease and comfort, it is not so.much what 
we do as how we do it that counts in. our 
day. The sooner farmers: get rid of the 
notion that the farm is a mere landscape 
of so many acres, and grasp the fact that 
itis.a busy workshop, the more they shall 
be able to realize from their investment. 


Vil 


Hitherto farmers have not been very 
keen to:heed’ the:admonition to make two 
blades: of : s grow where but one grew 
before, being mindful of what follows a 
too generots crop; but the proposition to 
grow the one blade of grass with greater 
efficiency ‘and with less expenditure of 
labor and time, é6ught to appeal to all, 
implying, as it does, less toil and more 
time: for the softer, finer things of life. 
In recent- years the farmer has learned 
how to. practise the improvement of his 
stock,. and to increase the fertility of his 
land, and to get the most out of his or- 
chards. The time is now ripe for him to 
take up the no-less important matter of 
economizing in time and strength, in or- 
der that -he may live long in the land, and 
live comfortably. Scientific agricultare is 
no longér @ term to be laughed down. It 
has already proved the right to be used 
in association with stock raising and crop 
growing; afd now waits to be applied to 
the methods by which things are done. 
We have salong been accustomed to do 
things by: “main strength and awkward- 
ness,’’ that the doctrine of scientific effi- 
ciency is apt to strike unpleasantly upon 
the ear; *but we shall get used to it in 
due time. -<° 





-- gré made of ‘sélécted split hickory 
. —split, not sawed. In spite of the 









/o That’s all the profit I want now for 


making my famous Split Hickory Vehicles. I 
have the largest factory of its kind in the world. 
I have reduced the manufacture of vehicles to a 
fine science. I have succeeded in building up a 
great business without the help of jobbers and dealers. You 
get the benefit. Now my new 5% Profit plan has cut prices 
lower than you ever dreamed of. Get the book and see. 


PHC KO 


Get My Big 5% 
Profit Plan Today 


The story is in the big book 
shown here. I will send you this 
book with over 200 illustrations 
and also my new 70 page har- 
ness book, free, postpaid, . Write 
for the story. 


It’s in this Big 
: Book 












amazing prices I am making this 
year, they are shipped on 


9 

30 Days Free Road Test 

2 Years’ Guarantee 
That means that no matter which 
of the 150 styles shown in the book 
you choose, you can try it—try it 
for 30 days on your own roads and 
under your own conditions. Sendin 
yourname and address on postcard. 

H. C. PHELPS, President 


The Ohio Carriage Mfg. Co. 


Station 22 Columbus, Ohio 
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,, OUR. EDITORIAL, PLAN 

We publish the Farm Journav for OurFolke. Our 
Folks,now numbering nearly four million,areall those 
into whose homes the paper goes — father, mother, 
son, daughter — all the members of the household, 
dwellers on farms and in villages throughout the 
land. Our first care is that its pages be honest and 
pure, and full of sunshine and hope ; that it may ever 
help and never harm those who read it; and be a 
source of information, profit, comfort and encourage- 
ment to all. The good that we can do is the most po- 
tent stimulant to ovr endeavor, and we trust it will 
always remain so. 

Secondly, we treat subjects in season only ; we try 
to hit the nail on the head and not the thumb; we 
strive to know what to leave out as well as what to 
putin; that is, to boil things down; and we like a 
little fun as we go along, and to keep the paper 
young in spirit if not in years. 

The Editor was born on a farm and reared at the 
plow-handles, and our contributors are practical men 
and women who write with their sleeves rolled up, 
and who briefly and plainly tell the best and most 
profitable way of doing things on the farm and in 
the house, as learned from actual experience. 

It is through strict adherence to this plan, in every 
department, that we are enabled to present much 
useful and acceptable information to our readers, 
and to retain the confidence of our many friends, in 
every state of the Union, from year to year and 
eteadily to increase the emannad thereof. 


Statement of the Ownership and Management of 
Farm JouRNAL, published monthly at 
eccrmee  e Pa., required by the 

ct of August 24, 1912. 


Editor, woliek ATKINSON, Philadelphia, Pa. 
Managing Editor, WILMER ATKINSON, Philada., Pa. 
Business Manager, Cuas. F. JENKINS, Philada., Pa. 
Publisher, Cuas. F. Jenkins, Philadelphia, Pa. 


Owner: WILMER ATKINSON Co. 


Stockholders: Wilmer Atkinson, Chas. F. Jenkins, 
E. M. Brown, S. A. Westerman, M.C. Jenkins, all of 
Philadelphia, Pa. 


Farm JOURNAL has no bondholders, mortgagees, or 
other security holders. Signed, Cuas. F. JENKINS, 
Publisher. 


Affirmed to and subscribed before me this Nine- 
teenth day of March, 1915. G. HeRBEeRT JENKINS, 
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THE BRIDGE 


No one hurries over a bridge, but their 
steps grow slower and slow, 

Until in the center they stop and lean on 
the rail, and look below 

At the babbling brook, or the swirling 
stream, or the water sullen and deep, 

And the charm of the place enfolds them 
there and they linger half asleep. 


The children pause on the way to school, 
and wish they might tarry there ; 

And youths and maidens on moonlit nights 
as over and back they fare, 

Stop to peer down in the misty depths, and 
the lure of it stirs the heart, 

And many a troth has been made on the 
bridge, that will hold till death shall 
part. 


The burden-bearers stop for a bit by the 
guarding rail to rest, 
And old men linger and smile, and talk of 
their fishing days with zest ; 
And the charm of the bridge is there for 
all, and the feet go slower and slow, 
Till the traveler stops and leans on the 
rail and watches the water below. 
Emma A. LENTE. 
spades ia dais 
YOUTH AND AGE 
It is a function of age to be conserva- 
tive, as it is the spirit of youth to be 
radical. Advancing years bring a caution 
born of long experience and many fail- 
ures; while youth, still untried and there- 
fore undaunted, dares in its exuberance to 
venture much. Both prudence and daring 
have. their just relation to life, and when 
they are nicely balanced in an individual 
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we haye the successful. man, - Because of 
these inevitable differences between youth 
and age, it is sometimes difficult for the 
father and the son todo harmonious team- 
work. The boy thinks his sire too con- 
servative by half, while the latter is apt 
to regard the plans of the younger man as 
too revolutionary by far. There is in 
every such difference a happy medium, 
and fortunate are they who arrive at it 
by mutual and harmonious concessions. 
We confess to a little leaning to the side 
of the elders. It is sometimes trying toa 
farmer who has been on the job for half a 
century, perhaps, to be told by a young- 
ster who is taking the short course in an 
agricultural college, that his methods are 
all wrong and out of date. Education does 
and should count for much ; but the prac- 
tical experience of a lifetime ought also 
to have some real value. It is one of the 
most encouraging signs of the times that 
so many ambitious young men are being 
educated in the agricultural colleges. 
They are destined to lift our ancient and 
honorable calling to a higher plane; but 
let us in our admiration of these self- 
possessed and well-equipped world con- 
querers, not forget the men who, brought 
up in the school of hard knocks, have also 
wrought wisely and well, and to whom are 
awarded few of the wreaths of victory. 


or 





Everybody likes to see a self-made man; 
everybody likes to observe a man make 
himself what he finally becomes. The 
college. boy who goes through college 
without a cent of help from dad excites 
our admiration; we like to see a man 
strike out for himself. It’s true, too, that 
if a man is the real thing he ultimately 
succeeds no matter what difficulties he 
may meet on the way. And, besides, 
many supposed difficulties only appear to 
be so; when they are reached they fade 
away. The pilgrim in Pilgrim’s Progress 
saw two lions that blocked his passage, 
but when he got there he found room to 
pass between them unharmed. 


Let’s not retire; if we do, we shall 
surely re-tire a hundred times a day. 
Let’s stay in the harness. 

Every old woman knows a lot of sensi- 
ble things that are not published or found 
in books. 

To cut out illiteracy cut out the saloon ; 
to cut out poverty abolish the distilleries. 

He who builds no castles in the air 
builds no castles anywhere. 

Don’t jump into spring ser Go in 
steadily and carefully. You wili have 
fewer blisters and your back will not be 
so lame. The horses will appreciate it, 
too. 

















” (Gentle and affectionate — considerate of grad 
affendere, but severe with great ones—watchful but 
g hat srt ds somata 
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A aly havenda ies its toll in a guilty 
conscience. 


Discontent sours more lives than thunder 
ever sours milk. 


It is a toss up whether the tattler or the 
eavesdropper is the worse. 


When a farmer lounges around town on 
a sunshiny day at this time of year, there 
is a screw loose somewhere. Going to be 
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a breakdown, , too, .if that scremeis. ni net 
turned down quickly. 


The easy road is all down hill, and there 
is nothing but trouble and disappointment 
at the bottom. 


If every fool had to wear a bell, what a 
run there would be on the factories where 
they make them ! 


It is better to wear ashabby suit that is 
hought and paid for in full, than to wear 
one that still belongs to the merchant. 


The expression on some folks’ faces 
would take the smile out of the face of 
the man in the moon, if they looked that 
way. 

Take very little stock in the man who 
wants you to invest money ‘‘ unsight and 
unseen.’’ His interest is in himself and 
not in you. 


Prognosticating on the weather and the 
outcome of the war is pretty risky busi- 
ness. If you want tokeep your standing 
in the community, be pretty cautious how 
you express too positive an opinion on 
any such matter. 


When the man down town proposes to 
you to ‘‘ take it out in trade’’ if you offer 
him farm produce, size up your man care- 
fully before you do it. Sometimes it may 
be best, oftener not. It is not a good way 
to do business, anyhow. Far better get 
the money for your stuff and pay for 
what you get. Doa cash business so far 
as possible. 


No use to get into a dispute with par- 
tisans of the various European belliger- 
ents; it is a waste of time and temper. 
Might as well go intoa ten-acre field with 
a red umbrella where there is a cross bull, 
and debate with the animal the question 
‘‘Which is the stronger incentive to 
action, the hope of reward or fear of 
punishment,’’ The bull will not listen 
but will pitch you up in the air. Nothing 
can x eeined by other venture. 





THE OUTLOOK 


Let us follow the wood Sicha deep and dusk, 

And steep our souls with the piny scent ; 
Let us learn to laugh with the woodland 

brook, — 

Lo, here is the secret of true content ! 

In many parts of the country where 
spring wheat has not been attempted for 
along period, it is being sown this spring. 
This is notably true in sections where the 
fall-sown wheat was winter killed. The 
shipment abroad of the greater part of 
our surplus wheat has induced the seeding 
of a much larger area. 


From January 1, 1913, to January l, 
1914, the number of horses on farms in 
the United States increased 400,000 head, 
while mules increased 13,000. The average 
price of horses decreased a little more than 
$1 a head. Since 1896 the horse and mule 
market prices have been quite stationary 
until the present slump. 


There is a great surplus in food crops 
other than wheat in the United States, a 
number of which can be used as substi- 
tutes. Wheat does not constitute more 
than twelve per cent. of the normal diet, 
about the same as poultry and eggs, Meat 
and dairy products constitute forty-eight 
per cent.; vegetables, eleven ; fruits, nuts, 
sugar, fish and other items, the remaining 
nineteen per cent. 

One of the most significant features of 
the live-stock situation at the present time 
is the turn from a long, steady decline in 

























sbi Rea ie 


spe wen 
































a 
2 
i 
BY 
* 
il 

‘ 











May, 1915. 


numbers of beef , cattle, to an increase, the 
inerease for thei year being 8.4 per cent. 
In the live-stock markets relativelysmaller 
marketings of calves and cows in the past 
year indicate the disposition to increase 
supplies. Notwithstanding the increased 
numbers, the value per head was about 
seven per cent. higher than a year ago. 
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Now speed the plow o’er hill and plain, 
Cease not from steady toil. 

*Tis sunny May, the pregnant grain 
Should be beneath the soil. 

And when the corn is growing strong, 

And heat is fierce and days are long, 
Keep plowing with a zest 

Till not a weed is standing there. 
And haying done your best, 

You then may banish ev’ry care, 
For God will do the rest. 

EVERETT MAXWELL. 


He who plants corn on cold, heavy soil 
loses his seed and his work. Put 
such soil to something else, and 
the light ground to corn. 


Don’t forget the wood box in 
summer any more than you do in 
winter. Remember that it takes 
wood to get breakfast in warm 
weather just as it does in the 
dead of winter. 


Let’s set more store by the 
cultivator. It is the farmer’s 
best friend among tools. 


Grow an extra row of kernels 
on every ear of corn this year. 
Do it by using better seed and taking 
better care of the crop. 


About this time get in another patch 
of oats and peas for the stock when dry 
weather begins to pinch the pastures. 


The man who uses a dul! hoe must do 
just about two days’ work in one. Take 
ten minutes in the morning and grind or 
file the hoe and save that extra day. You 
will live longer and be happier. 


You lose time on the harvest if you 
cover seed-corn more than two inches 
deep. Be sure that moist soil is under 
as well as on top of every grain. Worth a 
good,deal to know this and practise it. 


Don’t consult the almanac to know 
when it is time to cultivate corn. Go by 
the conditions in the field. Whenever it 
will hustle the corn, stir the soil. Keep 
doing it and you will have corn to sell and 
to keep. 


You can hustle nature by running a 
spike-tooth harrow over the potatoes just. 
as they are beginning to think about 
breaking through the earth. A few days 
gained at this end of the race saves hurry- 
ing at the other end. 


It takes the tuck out of us to have the 
frost cut down the corn and things along 
in August or September ; but if we would 
put a little more nip into our work at this 
end of the season, we would not miss the 
tuck sc much when the cold comes. 







Time spent with the land-roller is time . 


well spent on certain kinds of soil. This 
work is very timely just now, when the 
roots of the grass plants are a little bit out 
of the earth by reason of frost. But stay 
off the meadows when) the horses’ hoofs 
make deep dents everywhere they go. 


Some farmers work themselves almost 
to death, but they haven’t the faculty of 


keeping hired men busy. And yet, one of 


the great secrets of good farming is to 
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arrange the work, so; that, every man, 
every horse, every cow, every machine, 
shall earn something every day. Worth 
studying. 


In these days when so much canned 
stuff is used, even on the farm, the ques- 
tion of what to do with the empties is a 
pressing one. They look ‘‘ like sixty ’’ out 
around the back yard. Some of Our Folks 
load. them into the wagon box when they 
are going to the woods, dig a hole under 
a tree somewhere, and bury the whole 
mess. That is a pretty good way, too 


Don’t sow a big area to alfalfa until you 
have tried a small experimental patch. 
Don’t sow it on sour or wet land. Many 
growers say that the best time to sow it 
is in late July or early August—on land 
that has been cultivated and kept clean 
all summer; they claim that spring or fall 
sowing with a nurse crop is not best for 





A New Jersey Manure Team—Does Great Work 


average conditions. Fifteen pounds, of 
seed to the acre is about right. 


It won’t take two minutes to hitch on 
to the stoneboat, and then load on the 
plow or harrow before you go to the field 
to work ; arid yet, you will see some folks 
—not any of Our Folks, perhaps—snake 
these tools along, ripping and tearing up 
the sod ground and doing ten times the 
damage the boat runners would. Shift- 
less is that shiftless does, and that’s no 
joke, either. 


SMALL FRUITS 


Perhaps it is not too late to set a new 
strawberry bed if you get at it at once. 
But don’t delay. 


Currants and gooseberries root near the 
surface ; therefore deep plowing or cul- 
tivating is unwise in their case. 


Biggle Berry Book, new edition, 144 
pages, colored plates, cloth binding, up- 
to-date facts. You need a copy. Price, 
50 cents, postpaid. 

Pull up any weeds that come through 
the strawberry mulch, but hoeing or cul- 
tivating should not be necessary in a 
fruiting bed at this time. 

Pick off all the blossoms from newly- 
set strawberry beds; thus you send all 
the plants’ strength back into themselves 
—into growth. It is unwise to let plants 
fruit the first summer, except fall-bear- 
ing varieties. 

The Loganberry is a cross between the 
red raspberry and the wild mountain black - 
berry of the Pacific coast. This black- 
berry has the trailing habit of the dew- 
berry, is highly prized on account of its 
fine flavor, and sells for double the price 
of cultivated blackberries. The Logan- 
berry retains the form and a large part 
of the flavor of this blackberry, blended 
with that of the red raspberry, and has 
the color of..the raspberry... It is very 
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prolific,but is,not well.snownein the East, 
although it has been grown there in some 
places. THEODORE W. CLARK. 


In the spring of 1914 we had some fine 
blackberry canes in the garden, and one 
got full of red rust and was dying. I said, 
‘IT can do no more than kill it; so I will 
lime it good.’’ Did so, and it got all right 
for that season, but I neglected it last 
summer and it died; the rust came right 
up with it. Did not seem to injure the 
canes in any way. Used the sack lime, 
called here ground lime. 

Indiana. L. PIERCE. 

[REMARKS : There is no real cure for 
red rust, except to dig up the infested 
plants promptly and burn them.-EDITor. } 


It has now been pretty well demon- 
strated that just as nice berries can be 
grown in the fall, especially when the 
frost holds off, as in the summertime. It 
has, however, been suggested, and I think 
with some weight, that people will 
not be so eager to buy the berries, 
no matter how nice they are, when 
peaches and other kinds of fruit 
are so plentiful. Strawber- 
ries come in May and June, 
and are about the very first 
fruit, when there is almost no 
other fruit to be had. And 
yet, strawberries grown in 
Florida, so as to be ready by 
Thanksgiving, are often sold 
at high prices. It looks now 
as if we should soon be able to 
have strawberries every day. 

Medina, O. A. I. Roor. 


Cultivation in the raspberry 
and blackberry patch should begin early 
in spring and be continued at intervals 
one to two weeks apart throughout the 
season in order to pare a dust mulch, 


THE ORCHARD 


A plate of apple-blossoms stood 
Upon the window-ledge, 

While honey-bees and humming-birds 
Sought sweetness ’rownd its edge ; 

And butterflies dropped softly down 
Amidst the buzzing din 

That rose and deepened when at times 
A bumble-bee boomed in. 


Grain crops are all out of place in the 
orchard. 


Don’t plow an orchard deeply or you 
may injure the tree roots. Three or four 
inches will be about right. 


You’ll not have wormy apples if you 
follow the spraying directions in this 
month’s Troublesome Pests department. 


J. P. Stewart, Pennsylvania, believes 
in applying fertilizer in orchards later 
than most growers do it. He says: 
Wait until after the fruit has set—then 
the more fruit the more _ fertilizer, and 
vice-versa. 


The fore part of this month may be all 
right in many localities to set out trees. 
Even if the leaves have started a bit, the 
trees may live, especially if cut back pretty 
well. Press the soil hard about the roots 
—very hard. 


It isn’t easy for one man alone to keep 
an orchard free from insects. When the 
neighbors neglect to do their part it 
makes it all the harder for the others. 
Everybody should lift at this wheel. All 
boost together ! 

When using nitrate of soda, be careful 


not to use too much. Spread it evenly 
and not in. bunches... Don’t let it touch 
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the tréasor roots. From 100:to 150p0u 


pe acte is enough. Orchard trees ‘have’ 


een injured or killed by careless.or. igno- 
rant use of this valuable fertilizer. 


Folks often wonder how we can print 
and bind such a remarkable little volume 
as the Biggle Orchard Book, and sell it 
at the low price of 50 cents, postpaid. 
Well, we do it; and Our Folks get the 
benefit. For $1.25 we can include, with 
the book, a five-year subscription to FARM 
JOURNAL to yourself or a friend. 


I have sampled a good many freak or- 
chard suggestions; but the one I had the 
least faith in, and which proved to be 
worth just about as much as I thought it 
would be before I tried it, was boring holes 
in tree trunks and plugging them with 
dope to rid the trees of insect pests and 
make the fruit fair.. And yet, some have 
faith in this very thing. 
takes to fool some of us! E. L, V 


A good fruit grower will prune’ at. all 
seasons of the year, for every time. he 
walks through his orchard and sees a 
branch ora > nde. out of place, he removes 
it.. By such practise, pring pruning is 
largely dispensed with, The necessity for 
heavy spring pruning arises from the fact 
that the trees ‘were not properly shaped 
and pruned before they reached the bear- 
ing age; if the pruning and shaping had 
been carefully attended to up to the time 
the trees reached the sixth year, the sub- 
sequent pruning would be very little. It 
is the neglect of the young growing trees 
that makes the pruning so heavy in later 
years, . P. SANDSTEN. 


Plenty todo this month. Dig out borers, 
cut out black - knots, spray for coddling- 
moth, look out for climbing cutworms-on 
young trees, watch. out that new grafts 
are not injured. by. lice nor smothered by 
shoots from the stock ; pull off blossoms 
from -very young trees (premature fruit 
bearing stunts growth), and throw two 
forkfuls of manure around each newly-set 
tree. Do the last after a rain; the ma- 
nure keeps the moisture in the ground and 
insures a good and lasting start. Also, 
use the Bordeaux (or the self-boiled lime- 
— spray as a preventive of rot, scab 
and other diseases. The regulation lime- 
sulphur mixture used earlier for San Jose 
scale is too stréng to spray on trees in 
foliage. she! : 


An exthange gives the following tem- 
emigre dangerous to fruits: Peaches : 

hen the peach buds are showing pink 
the dafigerous temperature is about 20°. 
When almost open, 25°; when newly open- 
ed, 26°; when petals are beginning to fall, 
28°; when petals are all off, 30°; when the 
shucks or calyx tubes are beginning to.fall 
—that is, just after the fruit has formed— 
the danger point is 32°. Apples : When the 
petals are beginning to show, the danger 
point .is 22°; when ‘in full blossom, 29°; 
when the petals aredropping and the young 
fruit is Mmereasing in size, 32°. Pears: 
When in bud; 28°;"in-blossom, 29°; setting 
fruit, 29%; erries : When in bud, 29; 
in blossom and setting fruit, 31°. Plums: 
When in bud, 30°; in blossom and setting 
fruit, 31°, i 

Orchard heaters to protect the orchard 
and garden from the savages. of spring 
frosts are, practical, . One,of the ex- 
amples of this was found in Delaware 
oaaty O., last year, where it is esti- 
ma that $40,000 was saved by a few 
growers in a certain section. These-mefi 
got together, used orchard heaters and 
cooperated with the Weather Bureau in 
such a way that special warnings were 
sent them during the dangerous frost sea- 
son; The saving was estimated from the 
fact that the | gate in the same neigh- 
borhood who did not use heaters lost the 
larger part of their crop. Orchard heat- 
ing is ary | raising the temperature of 
the air in ‘the orchard by burning some 
easily combustible material. Oil heaters 
are mostly used in Ohio. These heaters 








How little it: 


do not cost a great deal-and can be used. | PLANTS FREE plac strawiengs we wioega | 
25 fine plants free. +» St. Louis, 


for several seasons. If alarm therimom- 
eters are used it will be necessary to light 
the heaters only for a short time each 
night, and this practise for a very few 
nights may be the means of saving an 
entire crop of fruit. Other types of heat- 
ers, burning coal or wood, may be used. 
The Weather Bureau will send special 
warnings to any farmer or group of farm- 
ers during the dangerous frost season. 


On this page are advertisements of reses, small fruit plants, 
alfalfa, boxes and kodak. 


ADVERTISEMENTS 


When you write an advertiser tell him you saw his 
Guaranteed to grow and bloom. 
Highest qua 
y 














card in Farm Journal. Jt is to your interest to do so. 
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€@ ROSES fn tee 


with 19 roses in color and cultural directions. . 
The CONARD & JonesCo. Box 25, West Grove, Pa. 
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6 Roses WA; 


Sent to any address 
toreach youin 





growing condition. 
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ALFALFA 


| Best Northern grown American Seed—Free Catalog 








gives methods of culture for beginner. 


A. H. HOFFMAN, LANDISVILLE, PA, 





Get This Free 


Berry Box Book! 





Tells You How to Save Money on Berry Boxes 
and Baskets —Buy at Low Factory Prices 


Be sure to get our Low Factory Prices on 
all Berry Boxes and Baskets before you buy, 
Big line of quality goods—sold to you direct 
from factory. Our new catalog describes 
baskets and gives prices. Get it—it's FREE, 


This isourAmer- 
ican Crate, made in 
16, 24 and 32 quart 
sizes. Considered 
by big shippers the 
best shipping pack- 
age on the market. Light, unusually du- 
rable, and.allows free air circulation, which 
prevents moulding and souring of fruit. 

These crates we make 
in 16 and 24 quart sizes. 
Boxes are made of white 








wood and Gt the crates 
perfectly, making a neat, 
clean and attractive crate 

"Silla with fruit.” bor shipping berries. 
Write ! Don’t buy your boxes or baskets until you 
have seen our catalog and low factory 


prices. Write for it now, and learn how to save money by 
buying direct from largest factory of its kind ia the countsy. 
Catalog with lowest prices is FREE! 
NEW ALBANY BOX AND BASKET co., 
Box 101, New Albany, Ind. 











or in Cultivation. 


the Farm.” 








Kodak Record. 


"THE photograph of the young orchard—just as it 

starts the summer growth—then another photo- 
graph, say-in October when the growth is ended and 
the wood is hardening, will make an interesting and 
valuable record. Such pictures become a real asset 
when used to show. comparative growths of trees or 
crops that have-had different treatments in fertilizers 


And picture making is very simple by the Kodak 
method, and less expensive than you think. Ask your 
dealer or write us for our new booklet, ‘“‘ The Kodak on 


EASTMAN. KODAK €O., 365 State St., RocHEsTER, N. Y. 
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SOME: TROUBLESOME PESTS :.. curculios. will drop..on to sheets (or an Make Big Income. *s).07 o.com ee 
cellars, stables, sheds, boxes, ete., all the year. 


And the way to deal with them so aie 
will not bother 


ACH year at this season we print the 
K following directions about fighting 
the coding -maath that causes wormy 
apples : 
The falling of the apple-blossoms is the 
signal to begin spraying; the closing of 


' the calyx lobes a week or two later is the 


signal to stop spraying. 

Begin in time but never spray until 
most of the blossoms have fallen from 
the tree. Use the regulation a 
arsenical mixture. One thorough appl 

cation may answer, oes 
-rains do not wash off the aeons 
during two weeks. Fig. by shows 
an apple from which the petals 
have recently fallen. Note the 
wide-open nature of the calyx 
lobes—the ‘‘ blossom end.’’ Here 
the conditions are just right for 
Fig. t spraying. The apple stands up 
straight on its stem, the cup-like 
calyx is held upright and open—and, con- 
sequently, a worm and a drop of poison 


may fin an easy lodging 
place toge ether in the cup. 

Fig. p faery the — ; 
apple about two weeks in TP 
later. Note that the rat tes 
calyx lobes are drawn nearly together, and 
that the cup is no longer a cup ; ’twoild 


be difficult for any poison to enter it how. 


FOOT NOTES 
This is the bug editor’s busy season. 


Killing cutworms by lantern light is a 
favorite (?) Bs astime this month in many 
localities. ese climbing pests will tt 
out the buds of newly-set trees if 
don’t watch out. One way is to snip to 
with a pair of shears, 


Not only are the birds in the garden of 
benefit because of their destruction of 


insect life, but those i through the 
rowths in the vicinity are also helpful, | 
or they destroy the » Caterpillars, | 


beetles and other insects 1 at w 
of them, encroach upon the 


Lice on the terminal shoots of fruit | 
trees and rose-bushes? A spray of whale- 
oil soap solution, kerosene emulsion, or 
nicotine pepe od in. water, ¥ on il ro 
tiny green or black pests—if app early 
when the lice first hatch out and before 
bag re hidden by the curl of infested- 
eaves. 


In a recent issue*you gave elaborate 
ways of ridding a house of fieds, A few 
handfuls of common salt will do the trick. 
Scatter it wherever ‘they are and they 
will speedily vacate... It may be used on 
uphdistered furniture and carpets, and 
unless too much is used it will not harm 
them. If too much is used at once it will 
collect dampness. 

Nova Scotia. WALTER SCOTT. 


The Experiment Station at Pullman, 
Wash., is overwhelmed with inquiries con- 
cerning a new form of spray material 
widely advertised to replace lime-sulphur. 
Dr. A. L. Melander, entomologist of the 
station, says: ‘‘There is no evidence to 
show that sulphur in the form of sulphur- 
soda is twice as efficient as in the form 
of lime-sulphur. However, dealers in dry 
sulphur - soda tions claim that a 
100-pound drum of this material is oqual 
to a 600-pound beartel of lime-sulphur. A 
drum of sulphur-soda should sell at $4.30, 
to compare with a barrel of lime-sulphur 
at $10. 


Why do plums fall off with a stung 
place in each? The plum curculio is the 
cause—a tiny, flying, oon backed insect 
be ec , a aneseeae mark - 

ums, peaches, e each mar 
an Be i oper and the stung fruit 
soe drame the tree. Remedies: Jar 
the. tress” in early morning, so that the 
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umbrella’- shaped catcher) held beneath. 
Tap the trees with a padded mallet. De- 
stroy all curculios that fall.. Begin to jar 
shortly after blossoms fall; repeat daily 
for a week or so. Frequent sprayings 
with the Bordeaux-arsenical mixture (or 
with the self-boiled lime-sulphur arsenate 
of lead mixture) are also helpful. — All 
fallen plums should be gathered promptly 
and destroyed. 


On this page are saree of vegetable plants, 
mushrooms, sprayers, roses, cow peas, manure spreader, 
tile and insecticide. 








ADVERTISEMENTS 
When you write toan advertiser tell him that you saw 
his card in the Farm Journal. lt is to your interest to 
do so,as Our Folks ave treated honestly and served 
with the best. Read the Fair Play notice on oa page. 











C apbage, Lettuce ¥ 1000 5 100; Gailidower 50 . jon. 
Send for List. . SCHMIDT, Pepper dae 





Te lb. Fully guaranteed, Farmer 


. ss 
Binder Twitne yi wet; Sips cuore 





S. All var’s, postpaid, S. Pota., Aster, Beet, 4 doz., 25c.,. 


100, ha 1000, $2.25; Asp., Cab., Toma., Pep. ,doz.;10c-, 100, 
. $4.50; O' flower, Eee Pit., doz., 150. , 100, ‘Be, ; Pan- 
siesin bloom, doz., 25c. Cat. Gixck PLaxt FARM, Smoketown, Pa. 





MEAS SAMPLES FREE 


SEED COMPANY, OLNEY, iLLS. 


COW 








SOY BEANS—COW PEAS 


Free Catalog-offers best variéties and tells how’ to 
grow them, A, HyHOFFMAN, LANDISVILLE, PA. 














Best for a thousand other ; op, 000 fo 
use. 40 styles and sizes. at once for ous 


E.C.ORGWHES., 857 Maple St,, ROCHESTER, HLT. - ' 


ROSESDy 
== et 













Geraniums 
i The entire $ collections (30 plants), $1.00, charges prepaid. 


Our 1915 catalog full of cultural directions 
bargains. Write for it today - = 


SCHMIDT & BOTLEY, Box 714, Springfield, O. 


















Sell = to $1 a lb, Great demand, markets wait- 
in ig booklet co a how to do it FREE. 
cafvennt’ arauen CO., Bept. 15, Beston, Mass. 








POTATOES 
‘ne WATSON 


8-Nozsic Potato 


Ioan Dunse chair bok wat ave o you can 
Power al wa: heels, drive wheels. y es 
matic li agitation = Bag mee} cleaning. Bucket, 


Barrel, Mag nb for every need, 

The famous OSPRAYMO “Tine. ¢ og, formula and 
instructions free, Address. 

Fi jeld Force Pump Co., Dept. 4, Elmira, N. Y. 




















For Profits 


Big capacity—low upkeep 
cost—high speed with safety— 
18 models — motor, horse 


Light draft with or without 
engine or engine platform. 
Engine and press to- 
gether weigh 4250 Ibs. 








a © 8 OF. es OS) 


Ak 





SANDWICH 


Hay Press 



















by JACKSON'S DRAIN 


ohn H. Jackson Tile Co. Ine., 108 Third Ave., Albany, N.Y. 








Saves Currants, Potatoes, 
from Insects. Put — Lo ge 
te for free pamphlet on Bugs rE Blights, etc., to 


B. HAMMOND. 


SLUG-SHOT 


USED FROM OCEAN TO OCEAN FOR 35 YEARS. 
Sold by Seed Dealers of America. 


on ggg” Trees and 
at popular prices. 


Fishkill-on-Hudson, New York. 
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THE TRUCK PATCH 
BY E. R. JINNETTE 


Culled from the daily experience of a 
trucker who rolls up his sleeves and 
works 


N the lower Central section it is usually 
safe to make the main planting of 
sweet corn after the tenth of this 
month. Further north, from the middle 
to the end of the month is early enou 
It is the early corn that catches the 
prices, and it pe s to take a chance wi 
a late frost. I seed fails to come up, 
or the plants get nipped, it is an easy 
matter to replant and the loss will be 
slight. If a succession of corn is desired, 
plantings should be made at intervals of 
two weeks until the last of June. 

In the Central section the soil should 
sometime this month be warm enough for 
planting cukes, melons and early summer 

eee To make sure of a stand, use 

enty of seed. In case of a hard beating 
rath efore the ponte are up, the hills 
should be scratched over lightly with a 
rake to prevent a crust from forming. 
The pesky striped beetles are usually 
waiting for the cuke and eo to 
app , and unless closely watched they 
will eat them up as fast as they come 
hg the ground. Bone-meal scented 
with kerosene or turpentine will help to 
keep these beetles away. 

Cukes and melons started in dirtbands 
or pots under glass should be set in the 
field as soon as the danger of frost is over. 
In the Central section this is sometime in 
May. Some growers thin the plants to 
thee. in a hill when the first rough leaves 
spates. Others leave three plants until 
the plants are well established in the 
field, ee then thin to two, 

The distance apart for melon and cuke 
plants in the field varies in different locali- 
ties. In some sections the rows are six 
feet apart one way and three the other. 
In other sections the rows are 6 x 6 feet. 
I have found 5 x 5 feet a good distance for 
most varieties of melons, and 4% x 4% 
feet for. cukes. Watermelons a? 
more room ; 10 x 10 feet is a good avera 
distance for them. Cultivation should 
nega as soon as the plants are in the 
field, and be kept up regularly as long as 
the vines will permit. The closer and 
deeper the cultivation at first, the better. 
When the vines begin to run it should be 
farther away and shallower, and at the 
last only the surface should be are 
No crop will respond more ere > 
intensive culture than melons and 

- The fight with striped beetles semally 
comes the first week or ten days after the 
plants have been set in the field, and unless 
the grower is on the watch he’ may lose a 
lot of plants. he only safe way is to go 
over fields every day and be ready to meet 
the enemy at first onslaught. Melon 
- seldom appear until about the time 

the plants begin torun. Watch and head 
them off before they get well established. 
Where they are prevalent, moles are an- 
other nuisance that cuke and melon 
— have to contend with. Moles 
ve regular hours for foraging, and it is 
easy to catch them if you are on the 
ground when they are at work. A good 
mole-ttap set in the regular runway will 
catch them coming and going. 

Thinning at toe right time is quite as 
important as wo stand in securing 
bumper crops ay is the right time for 
thinning most vegetables. e earlier it 
is done the better radishes, lettuce, 
spinach, beets, ete., you will have. Judi- 
cious thinning will increase the. yield and 
improve the qua Hy BO All vegetables will 
detelep faster if thinned — as ow 
seedlings are e enough to be gras: y 
the thumb apo p he ema without 
ing off the tops. 

Land intended for sweet potatoes should 
be cultivated often to keep down weeds 
and fit it for planting. The first setting 








of plants should be ready for the field by 
the last of on month. 

Eggplant and d peppe rare warm weather 
plants, too, a: ey should be given | 
plenty of room and left in the frames 
until the soil is thoroughly warmed up. 
Snap beans can be + eae any time now. 
Tomato plants should be set in the field as 
soon as danger of frost is past. 





On this page are advertisements of tools, fencing, stump 
pullers, engines and bicycle. 








ADVERTISEMENTS 


When you write an advertiser tell him you saw his 
card in Farm Journal, Jt is to your interest to do so, 























BILLINGS & SPENCER 
Mechinists and Auto ¥ 
TOOLS (ie 
deal b- | Se: Drivers 
ory wna ene” — 
not, write us. Wrench Kits 
™ Hartford Ct, | Tool Kits 














Buy Direct at Factory Prices 


‘aR EEEEREEESEREEEE EEG 
Cee Se Ss eS a ‘Se aa @ 
fe et on ae ot ax oo ot ot on 























= 
Sacovend weal Wireand Stoel Pi Picket 


yet ey me 
oqoee if Giroot. Write for FREE Catelas. 
WARD MFC. CO. 319 Ward St., Decatur, Ind. 











“YANKEE” No. 30 


Spiral Ratchet 
Screw- 


j e 
wut Site S000 
Not only drives and 
draws screws by push- 
ing on the handle, but 
with its attachments— 
8 Drill Pointsand Chuck 
1-16" to 11-64" diameter, 
Countersink bit, Screw- 
holder bit, Screw-eye 
bit—it has big range of 
usefulness. 


“YANKEE” 
TOOLS 
Vrake Beller Wrachanics 


Your dealer can supply 
you. Look for “Yankee.” 


Write for “‘Yankee’ 








Tools in the Garage” for tome bar a? 
motorists Points 








Li 





boys, girls, send at once 


tion. Learn all about this se 
entirely OICYCLE from the ordinar. 


CLE €0., Dept. F. J., 


BIG PROFITS te RIDER AGENTS of the 


Howard new style Bicycle. Men, Wemea, 


for our free 


bievele, 
Lsten, NJ. 











? () boas Sstigate the 
sabe oth 


sSANDOW 








gdh gb mg 


2 yore tee Semen 


args rou tot toed 


on most output. 
THE GALLOWAY MASTERPIECE Big six 


Wy he Fe A sized and made by by the § ne dhousande 


on automatic 


overated nor b speeded, nich means shox” tife, 
prof aoe ol des n ous 

















NORTH BROS. MFG. CO., Philadelphia 





corn per hour. 


Stanners: 


Warehouses in 30 cities, 
pons apes pty = pba Sor 








Jack Junior 
Gasoline Engine 
Will pump over 1800 gallons of water 


per hour against an 80-foot head. 


Will grind 3 bushels of shelled corn 
or small grain per hour. 


Will shell 20 to 30 bushels of dry 


veight, Garbiey., work- 
el economy, all guar- 
anteed by * airbanks-Morse quality. 


Fairbanks, Morse & Co. 


fa aon chen 

















A. J. KIRSTIN CO., $604 Ludington St., Escansha. Mich. 
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- “THE HOME GARDEN’ 
Seasonable hints for the farmer, the town 
dweller and the suburbanite 


LANT every foot of space while you 
can. A hungry world is cata 
on the efforts of the farmers. 


Save the soot for the cucumber and 
squash-bugs. 


We would not have so many pests to 
fight if we changed the garden spot around 
every few years. 


Soak the celery and parsley seed in 
warm water before planting and it will 
germinate quicker. 


Nip back the hardy chrysanthemum 
shoots this month, to make the plants 
stocky and branched. 


Don’t forget to plant a succession of 
lettuce, radishes, beets, beans, sweet corn, 
peas, ete. A planting about every two 
weeks is just right. 


Shrubs which bloom in the spring or 
early summer should be pruned immedi- 
ately after the flowers fade. Later bloom- 
ing shrubs can be pruned in the spring. 


Darwin and cottage tulips should now 
be in bloom. We have ours in clumps in 
the hardy flower border, and never disturb 
them unless they become overcrowded. 


Tender vegetables, such as melons, corn, 
beans, squash, cucumbers, etc., should not 
be planted in the open ground in the North 
much before the middle of May; and some 
seasons it is wise to wait a week or te 
days longer. 


More folks would grow peas in the gar- 
den if they knew that a good support can 
be made for them by running a stretch of 

ultry wire along the row and fastening 
it to stakes six or eight feet apart. The 


wire need not be more than four feet wide. | 


Cloths, newspapers, fodder, boards or 
straw, are good to a plants from 
late spring frosts. Glass covered frames 
are used in some gardens. Never stir the 
ground when frost is threatening. Plants 
in freshly cultivated ground will frost very 
easily. C. M., Ohio. 


Flea-beetles have in recent years been 
very destructive to young cabbage, rad- 
ish and turnip plants. Tobacco dust, ap- 
plied freely, will usually drive the pests 
away. Lime flavored with Paris green, 
or slug-shot, will also help in most cases. 
Lime and tobacco dust, freely applied, 
will dispose of the radish, cabbage and 
onion maggot. 


Extra Early Adams corn makes the 
earliest roasting-ears. Golden Bantam is 
about as early as any of the true sweet 
corns, and certainly as good as any. For 
later use there’s none better than Country 
Gentleman. Keep a succession through- 
out the summer by geome plantings. 
Black Mexican is a good sort for midsum- 
mer planting. E. E. M 


You may think that a garden is of little 
consequence to you, as your father before 

ou never paid much attention to one. 

ut, my friend, I tell you for a truth, 
that a good garden, well managed, is as 
valuable as a beef and | gs barrel weil 
filled. ke making use of the product of 
your garden, less bread and animal food 
is rendered necessary.— From Old Farm- 
ers’ Almanac. 


To protect tomato or other plants from 
cut-worms, take tin fruit or condensed 
milk cans, cut the ends off with a pair of 
‘snips, then cut cans through lengthwise, 
spring apart, and place each one around 
a plant. When all danger is past, spring 
the tins open, pul! off, pat them away in 
a dry place, and they wil! last a long time, 
and are always ready. A decided improve- 
ment over pasteboard or paper. W. Day. 


We are often asked to recommend a 
book on gardening. We've looked 
em all over, and are obliged to admit 


that the Biggle Garden Book is the best 
of the lot, and the price is much more 
reasonable than most. Send us 50 cents 
and we’ll mail you a copy. You'll surely 
be pleased. Or send $1.25, and we will 
include with the book a five - year sub- 
scription to FARM JOURNAL to yourself or 
a friend. 





On this page are advertisements of hoist, seeder, farm 
powder, planter, patents, ditcher und hoes. 





ADVERTISEMENTS 


When you write to an advertiser tell him that you saw 
his card in the Farm Journal. It is to your interest to 
do so,as Our Folks are treated honestly and served 
with the best. Read the Fair Play notice on first page. 





Better Than a Raising 
Save a man and team in unloading hay or grain, pulling 
gic rtmners, elevate fn drilling digi or Sani 
song Sea CRT. 
uses. con at 
ope ae Gon alg 
shingle \- SF 8 Be 
postal. 












treland Machine & Foundry Co. 
\.20 State Street, Norwich, N. Yiy 


Seeds Between Rows 


Reduces Labor and Assures Better Results 
Than From Any Other Method or Machine. 
For seeding and covering seed between rows of 
Se neck Ghent, ote 17 flat teeth cover So needts 
any desired and leave the field level. Wind 
Sap in vend ch ae otis saaaniune tow WE urs 
Accurate and adjusts for various quantities. 


Eureka One Horse Mulcher and Seeder 
and weeds, W: 

















also forms dust mulch kills 
to small plants. Any of the teeth can be 
ight with est strength—all 


Light weight 





2 


3 feet wide 


















EUREKA MOWER CO., 
Box 1218, Utica, N.Y. 





_PLAIN VIEW 
SEED PLANTER | 












Brush or Metal cut-off. Never-failing 

Gravitation selects the coed. Te excat 
‘or eas, 

ete. Most remarkable seed planter, prac- 


useful, simple, yet most surprising. 
for full description. 


The Cole Planter 


states many 
years. It will 
pay you to 
investigate. 
Write today. 


tical, 
Write 


THE COLE MFG. CO. 
Box 4, Chartotte, N.C. 














r *I secure your patent or re- 
1H PATER turn miy fee. “Send model 

or of inve for free advice as to patentabil- 
ity. Write for free booklet “‘ How to obtain patent 
.’’ MANSELL F. 


and make your profits . Mus, Reg. 
U. 8. Pat. Atty, 210 Commercial Nat. B’k Bldg., Wash., D.C. 











Planet Jr 


Whee! Hoe:Horse Hoe 


Planet Jrs. are the most economical farm 
and garden tools youcan buy. They are 
made the best, last the longest, and give 

biggest results. Fully guaranteed. 


A single and double wheel-hoe in one, The plows 


open furrows and cover them, The cultivator teeth 





, better made, and capable of a greater 
variety of work than any other cultivator made. 
Non steel] wheel. Depth-regulator and extra- 


long frame make it run steady. Adjustable for both 
depth and width. 


72-page Catalog (168 illustratioris) free 
Deserii 55 i. udi e 
ate ans Shes Wosbee 


SLALLEN&CO  Box11073 Phila Pa 












your ground. Below the 
soilis rich in plant-food. 
soil productive ! 





crop-growing fertility. 
creased yie 





—easy to use, low in cost, and sold 
by dealers near you—has made thou- 
sands of farms more profitable. Punch 
holes, load, fire and the work is done ! 

















You're now using only the top foot of 
low-cut the 
ake this sub- 
Break it up with Atlas 
Farm Powder and get four or five feet of 
One year’s in- 


Send Coupon for “ Better Farming” Book—FREE 
ATLAS POWDER CO. Sac: WILMINGTON, DEL. 
ices > le, New Orleans, New York, St.Louis, Philadelphia 


srecheusttsccsesteceveccattsctnaetsctscsstcsssesntennensreusanscanenaunsee 















Any farmer can use At 
der—the cheapest farm hand for blast- 
ing stumps and boulders, digging 
ditches, etc. Dealers near you sell it. 






















» Ath er Wilmington, Bae 
X id me your book, ‘Better Farming.” Name - $ 
= I may use Atlas Farm Powder for . 
. Address + 
& TTSrTTTITITITITTITTLlTil Ltt 
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THE LIBERTY BELL BERD CLUB 
Motto: Protect Our Feathered Friends 


Pledge: “‘ I desire to become a member 
of The Liberty Bell Bird Club, and prom- 
ise to study and protect all song and in- 
sectivorous birds, and do what I can for 
the Club.”’ 

We want every man, woman and child to 
become a member of this Club and help 
in the work of bird conservation. To join, 
copy the pledge, sign your name, write 
your post-office address plainly, and send 
it to The Liberty Bell Bird Ciub, Farm 
JOURNAL, Washington Square, Philadel- 
phia, Pa., and your name will be enrolled 
and the Club button and twenty - page 
Guide sent you free. There are no dues, 
no fines, no charges whatever. Speak to 
the teacher in your district and try to 
organize a Bird Club. 


- 230 


MONTHLY CHAT 


DeaR MEMBERS: It is too early to tell 
you about the results of Bird Day ; but 





later on a full symposium will be given. | 


We are much encouraged and believe that 
in a few years all will see the benefit 
of having one general Bird Day for the 
entire United States. 

May is especially instructive to the bird 
student. rom the Ist to the 15th, mi- 
grants arrive in great numbers. After 

the 15th they ge. 
ually decrease. Next 
month, our birds will 
be rr poe 
summer. s 
feature to be noted 
is that the May mi- 
grants are insectivor- 
ous. As vegetation 
unfolds into new life, 
the birds,are here to 
attack the insects that prey upon the 
tender shoots. 

This has been called the ‘‘ courtship 
month,’’ and the way the lovers sing to 
their mates is an inspiration. Song is 
a secondary sexual characteristic, and is 
indulged in only by the male. This song 
season reaches its flood-tide in May, and 
while some birds sing before the courting 
time, the majority wait until the mating 
season. 

The song-sparrow begins late in Febru- 
ary and is followed by the robin and the 
blackbird. The call notes of the birds 
should be carefully studied. They express 
alarm, fear, suspicion, joy and an almost 
endless variety of emotions. Students 
generally believe that birds acquire their 
language, just like men. We hope our 
members will take many notes during 
this season, and report results. 

Your secre expects to attend the 
meeting of the American Ornithologists’ 
Union, to be held at San Francisco, May 
18th to 20th, and to visit the Club’s ex- 
hibit at the tion. He is sure to 
return more filled with enthusiasm than 
ever, and will try to impart some of it to 
every member. 

Membership has now reached more 
than 410,000. Have - our bird pictures 
and pennant? They help to increase bird 
enthusiasm. Address all letters to The 
Liberty Bell Bird Club, Farm JourRNAL, 
Washington Square, Philadelphia, Pa. 


BIRD CLUB SUPPLIES 
Bird Books, Bird Pictures, Educational 
Pamphlets, Pennant, etc., all in new Free 
Bird Guide. Send for it now. The Lib- 
erty Bell Bird Club, Farm JoURNAL, Wash- 
ington Square, Philadelphia, Pa. 











ANSWERS TO “BIRDS IN DISGUISE” 

1, bobolink ; 2, hawk; 3, blue jay; 4, 
kite; 5, flamingo; 6, swift; 7, cassowary; 
8, waxwing ; 9, cockatoo; 10, magpie; 11, 


lyre; 12, kingfisher; 18, goose; 14, canary; 
15, crane; & is, . 


, turkey ;. 17, peacock ; 








crow; 19, grossbeak ; 20, yellowhammer ; 
21, cormorant ; 22, whipporwill ; 23, ant- 
eater (ant bird); 24, skylark. 


ee 


WEEKLY CLUB STUDY FOR FRIDAY 
CLASSES IN MAY 


May 7th. What do you know about the 
robins ? Give a complete account of their 
actions in your neighborhood. 

May 14th. How many species of Ameri- 
can sparrows visit you? Describe each 
and note especially their food habits. 
Have you known any species to build in 
bird-houses ? 

May 2lst. 
about the English sparrow ? 





What have you observed 
Do cats 


Qn this page are advertisements of engines, lightning 
rods, garden tools, tractor and stump pullers. 











ADVERTISEMENTS 


When you write an advertiser tell him you saw his 
card in Farm Journal. It is to your interest to do so. 


Pump, Grind, Sew 


rs 
Never oil, no cli tower. Made for Hard Use 
Double Geared . bronze 2-% to 20-H. P. 
beari: @Oilless Wind Mills. 

Wind self- . Fi 
Grinders, Steel Tanks. Wood 
Wind Mills. Fuel Saving Engines. 

















WHEEL HOES 

AND DRILLS 

eee 

— gery -s opin . 
fits 


and hand 

















Men of keen discretion 
appreciate the many dif- 
ferences which distinguish 


Disk Harrows and Plows 









It is a significant Curaway (CLARK) 
al state ex- 


dealer Soot 

If he doesn’t sell 

( a ‘Se ty 

plements. You Weship where 

should atleast know we have no agent. 
_ There'sa style and size for you 

THE CUTAWAY HARROW | 



















Pay after you are satisfied Our Rods 


securel 
ond will protect ours. Write postal for 
book on 


FREE lightning protection. Telis 
plainly ust the facts you will be inter- 
ested ; ‘Ask for it today. 


The 5, As, Spats, 








Horse 


st¢tite 
ULLIES 
s? re rer 
ritAny farm 








HE man who buys an engine 
without knowing engines, takes 


a chance. He cannot know 
whether he has the best engine for 
his work or not, unless he knows 
engines and can make comparisons. 


Our suggestion would be to take the I H C 
oil engine—recognized as standard in its con- 
struction ; study its every feature closely, and 
use it as a basis of comparison when looking at 
other engines. That is the only way to choose 
correctly the best engine for the particular 
work you want your engine to do. 


IHC oil engines—Mogul and Titan—are made 
in all sizes from 1 to 50-horse power and in 
every approved style—stationary, skidded, port- 
able, tank and hopper-cooled, vertical and hori- 
zontal. They operate on gasoline, kerosene and 
even lower grade oils, and on gas or alcohol. 

When you buy an I H C engine, the engine is 
not all you get for your money. Our service is 
worth knowing about. Get acquainted with en 
IHC engine at the place of business of the 
nearest dealer where they are sold. Ask him 
for one of our interesting catalogues or write to 
us for one. ; 


INTERNATIONAL HARVESTER COMPANY 
OF AMERICA 














COMPANY 
Maker ef the original CLARK dish harrows and plows (INCORPORATED) 
850 Main Street "doaase Come. CHICAGO USA 
vole Bier UM PS 
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bother ‘the’ birds in ‘your + heighiborhesl? 
What do you consider the greatest enemy 
of -bird life? 

May 28th. What birds have you heard 
sing this month? Describe the song and 


also the calls. Are you trying to increase 
the membership of the Club? 


—————_—_-_ ee eo —_ 


LIBERTY BELL BIRD-HOUSES 





No, 12, (Swinging) No. 3, Woodpecker 
Wren or Bluebird. or Flicker 

By parcel post, prepaid, $1.25 each or 
three for $3.50. Send for complete cata- 
logue. 


No. 21, Bluebird. 


26+ 
++ 


AS TO MR. ROBIN 


A young member reports that she could 
not get her father or brothers interested 
in the Club, for ‘they said that the robins 
took their cherries. Every spring we re- 
ceive many letters complaining that the 
robins eat the early cultivated cherries. 

Robins nest and rear their young near 
human abodes, and at times become ver 
numerous. Now, will their numbers reac 
such meres ion as to become dangerous 
to agriculture and horticulture? A bird’s 
reputation is often affected’ one way or 
the other by hearsay evidence, so the in- 
vestigation by Professor Beal, Assistant 
Biologist of the Department of Agricul- 
ture, isimportant. Professor Beal reports: 
‘‘ Robins are for the most part migratory 
in the northern half of the country, but 
individuals remain all winter where shelter 
and food are assured. Robins migrate 
early, and this year they were seen in the 
vicinity of Philadelphia February 23d. 
They nest in stone walls, stump fences, on 
orchard trees, under open sheds, on shelf 
of piazza or in open bird-houses, The nest 
is carelessly made of sticks plastered with 
mud. The eggs are a beautiful blue. Four 
young are commonly raised in a brood, 
with two or more broods to a season. 

Robins commit extensive ravages on 
small fruits, but the damage is limited to 
certain localities and is not general. They 
do more damage in the immediate vicinity 
of villages or towns where there is no 
natural fruit-bearing shrubbery. 

The food of robins consists of 42.40 per 
cent. animal matter and 57.60 per cent. 
vegetable matter. The animal food con- 
sists of ground beetles, angleworms, 
snails, sow-bugs, May- beetles, larvae of 
fire-flies, weevils, chinch-bugs, larve of 
flies, caterpillars, wrens, crickets, 
ete. The vegetable food consists of four- 
fifths wild fruit and one-fifth cultivated. 
The damage done in the East is to the 
early cultivated cherries andstrawberries; 
in the West, to olives. The reason that 
cherries suffer in the East is because im- 
provements and cultivation have swept 
away all the wild fruits which robins pre- 
fer. In the West the olives 

are taken when the native 
’ berries in the Sierras are 
searce. The robin is one of 
the most efficient dissemi- 
nators of fruit seeds. 
_ The following trees and 
shrubs should be planted 
- near your orchards to pro- 
tect the cultivated, fruit: 
Wild 





cherries, wild 


Bercoscpapne oo bs: tg ae 
er berries, holly, 

woodbine, wild grapes, flow- 
ee et go 


cedar, gum - brier, Gathelen, + Ree berriany 
mulberries, pokeberries, currants, moun- 





A CHARMING. 


ACQUAINTANCE ee ering dogw be 


cherries, choke-cherries, bird. 


tain-ash, serviceberries, bayberries, June- 
berries, wild blackberries and raspber- 
ries, black gum, elderberries,’’ etc. 

The robin to-day is probably doing 
much more Pe bu than harm, yet it must 
be acknowledged that the bird is poten- 
tially harmful. Briefly, the conditions 
are: Too many birds of a single species, 
and too little of theirnatural food. Under 
such circumstances there is no doubt that 
a law allowing the fruit eel to protect 
his crop when attacked by the birds would 
be proper. 

ow here is Professor Beal’s final state- 
ment: ‘‘It is usually preferable to supply 
the food robins desire and for which they 
will amply pay, rather than to kill them.”’ 





are eivertisement of vines, patents, land, 


pone - pa 
ooks on building. 





ADVERTISEMENTS 


When you write toan advertiser tell him that you saw 
his card in the Farm Journal. It is to your interest to 
do so,as Our Folks are treated honestly and served 
with the best. Read the Fair Play notice on first page. 








Once planted will grow 
‘a lifetimé.-- Extremely 
hardy, thriving in all 
soils and situations, 
Will grow thirty feet in a 
single season. These 
charming vines with their 
clusters of fragrant white | © 
flowers will shed the sweet- 
est perfume and make your 
porch, window and trel- 
lises perfect ‘‘bowers of 
beauty.’”’ They are from 
China, the land of wonders, 
I offer headquarters stock, 
2 choice tubers 10 cents, 6 
for 25 cents, 25 for $1.00, 75 
and beautiful watch (ladies 
or gents), $3.00, All 

paid. Get upa club, Itis 
easy. Order at once and 
name this paper and I will 
add a nice present. 


























Write for List of 1 
Wanted. $1.000;000 in prizes 


Ww D offered for ‘inventions, \Our 


four books sent free. Patents secured or Fee Refurned. 
VICTOR J. EVANS & CO., 30 Ninth, Washington, 5. c. 


That Dream 


of yours, about enjoying life in “The Land 
of Sunshine, Fruit and Flowers”’—Califor- 
nia—will come true, just as soon as you 
desire, if you will let me tell you where you 
can get good land, in large or small tracts, 
at reasonable prices and on easy terms. 
Write, plainly, your name and address on 
this vg and send it to me TODAY. 






















NAME 








ADDRESS 





R. A. SMITH, 
Colonization and Industrial Agent, 
Union Pacific Railroad Company, Room 8975, 
Union Pacific Building, OMAHA, NEB. 
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Everjet is a pure aes carbon 
paint that neither cracks nor 
scales, 

Better paint isn’t made any- 
where at so low a price. 

For metal, wood and roofs. 


Write today for free booklet. 


BARRETT MANUFACTURING co. 
at York Chicago | 
io Pi 


FS ge, Daca Cinelenat 
Salt Salt Lake Gity’'S Seattle: Birming 
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117 Heard Nat’! Bank Bidz., 
Jacksonville, Fla. 


3 Ladies’ Books 











Suggestions for Beautify- 
ing the Farm Home 


For a Sleeping Porch or Sun Parlor 
you don’t need to Build a New House; 
our Volume 35 tells how to tack it 
onto the Old Home and multiply the 
delights of the Sweetest Place on ‘Earth. 
Healthand GenialComfortare in the Win- 
ter Sunshine, and they are yours if you 
will but gather them in a Cypress Sun Parlor. 

And the Cypress 
sures rosy cheels fo the eee eS me 
designs, new and original, and it ie FREE. 


TRELLISES and ARBORS 

Nothing like them in the Yard or Gar- 
den, to carry ornamental or grape vines. 
Our boot on this subject has 20 new de- 
signs, with full detail drawings and spec- 
ifications. It is beautifully illustrated, 
andas free asair. Ask for Vol, 28. 


PERGOLAS 


And the Pergola Book, Vol. 30, con- 
tains 8 bully designs for this artistic and 
beautiful creation. It is easy to build, 
by our plans, and a Pergola adds mightily 
to the beauly and jinish of the ya 
Volume 30 is Free to you. 


Clip and Ship the Coupon Today 


Mfrs.’ Assn. 
Please address nearest office.) 
Gentlemen: Please to send me books as 
marked mor squares, without expense to me. 
Sun Parlors, (7 plans) Volume 35 
Trellises & Arbors (20plans) Vol. 28 



































So. 











Pergola oe gg. (8 plans) Volume 30 
Porch Book, (Reasons) Volume 16 
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That suit is best that fite me 


OUTH is the key-note of the sprin 
fashions, and it takes taste, skill 
and ingenuity to modify the prevail- 
ing modes to the mature figure. But that 
is an old story, for styles have ever been 
created for youth and beauty. The woman 
who is too short or too stout, or too some- 
thing else, has always had a hard time of 
it in the fashion world ; but with a little 
thought she can adapt the styles to her 
individual needs, and be well and suitably 
dressed. The woman of mature years and 
figure, whose appearance satisfies our 
sense of the fitness of things, is far more 
deserving of our admiration than is the 
willowy creature, still in the heyday of 
ae to whom ag gee is becoming. 
ntootamately.. we se 0 Jom victims of 
persuasion, yield to the estions 
of well-meaning but nena 
friends, salespeople and dressmakers. It 
is not a waste of time to study yourself, 
know your good points and your ones, 
and then have strength of mind enough to 
demand the becoming and reject the un- 
becoming. There is nothing so painful to 
the eye as an old woman in youthful 
dress ; but at the same time it is not nec- 
essary for a woman to dress ‘‘older’’ than 
she is. Soft laces around the withered 
face and throat, good lines, appropriate 
colors, are to be sought, but extremes are 
to be avoided. The present style of up- 
standing collar across the back of a waist 
is a boon to the woman no longer young, 
for the bare line between the dress and the 
hair is usually unbecoming and decidedly 
trying; very few can stand the test and 
look well. 

The new skirts are a help to mature 
women. The sweeping lines, the extra 
width are more dignified than the narrow 
absurdities we have been used to, but 
have your skirts made long. A short skirt 
needs smart-looking shoes and it does not 
harmonize with low ‘heels and swollen 
joints. One rarely sees a bonnet any 
more, but toques and small hats may be 
vey becoming and quite suitable. 

e show two good shirtwaists this 
month, suitable for cotton, linen, silk or 
wool. No. 7117 has a pretty eS 
of tucks to form a central » with 
fulness across the back front, and 
—- right up to the chin in military 
style. 

aist No. 7098 has the neck exposed, 
and may be worn with or without a guimpe. 
A pretty waist of this kind was made of 
black-and-white stri voile, fastened 
with jet buttons, which gave it a unique, 
but effective touch. 

The coverall aprons have come to stay, 
and No. 7096, in Empire style, is sure to 
be a favorite. The y and sleeves are 
cut in one, and ample ets on each 
side are a welcome addition. Percale, 
madras, chambray and the crinkfed seer- 
suckers are all used. Bands of contrast- 
ing color may be used to finish. 

mbination No. 7131 has the gathered 
waist and sleeves which may be omitted, 
if desired. Longcloth, cambric, nainsook 
and underwear are all used, with 
lace or embroidery for trimming. 

Two pretty dresses for misses are shown. 
They can also be used for small women. 
No. 7125 is to be made of soft, sheer ma- 
terial and is most suitable for embroidered 
flouncings or bordered goods. The skirt 
sages ee: cinuenag ak ual Thaet, 
8 ’ ’ 
the sleeves may be long or short. This 


we bea model for a u- 
sins deren cafes 
care. A girdle of ribbon will give the 


PLP LPL PPP PP 


finishing touch. 

A plainer dress is shown in No. 7127 to 
be developed in the heavier co linen, 
linene, Danish cloth, serge or It 


can be worn with or without a guimpe 
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and buttons form the only trimming. The 
pockets conform to the present fad for 
these conveniences. 

Girls’ dress No. 7109 brings the midd 
suit up to date with its plain blouse, high 
neck, long or short sleeves and circular 
skirt, which buttons on to the blouse. 
Skirt and waist may be of one material, 
with belt, collar and cuffs contrasting ; or 
the waist may be of washable goods to 
wear with a skirt of serge or Danish 
cloth. 

There are several pretty styles for the 
girls’ summer frocks. o. 7182 may be 
made with or without the straps. ese 
may be made of the same material of em- 
broidered insertion or the printed borders 
which come with some materials. 

In child’s dress No. 7123 we have a 
pretty arrangement of stripes which is 
quite ornamental. A pattern for bloomers 
accompanies it and is most useful as a 
part of a play dress. 

For smaller girls, No. 7088 is attractive 
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with its blouse and plaited skirt. A piece 
of contrasting material is set on under a 
tuck to simulate a tunic, but the wise 
mother will see in this feature an excel- 
lent way in which to lengthen an outgrown 
garment. 

The Greenaway styles are recalled by 
No. 7121, with its high Empire waist and 
gathered skirt. The style may be devel- 
re) in simple cotton materials, wool 
challis, cashmere, etc., and trimmed or 
not, as preferred. 

To have an apron “‘ like mothers”’ is an 
ambition which many little girls possess. 
It is not so hard to ‘*‘ help mother ”’ if one 
has the right kind of things to work with, 
so apron No. 7056 is sure to be popular. 

A simple little Russian blouse suit is 
shown in No. 7110 to be made of linen, 
heavy cottons, serge and mixed suitings. 
The shield is detachable and may be 
omitted. Remember that the best and 
cheapest elastic for the little bloomers 
may be had by using rubber corset laces. 








Farm Journal Patterns 


In ordering, be sure to give number and size of the pattern wanted. For ladies 


accompany each pattern. 


are the best in the market, and 
they are guaranteed. Our Farm 
Journal Fair Play comes in with 
every order. Ful! directions, 
including quantity of material, 


upper garments give bust measure taken over the fullest part of the bust; for skirts and under garments 
give waist and hip measurements. For misses’ upper garments give age and bust measure; for skirts and 
under garments give age, waist and hip measurements. For children give age, breast measurement and 
length of back. Children of same age vary in size. For instance,—the average child of six years will 
measure 24 in. over the breast, but there are many young children of ten years who will measure only.24 in. In 
such case you need a six-year-old pattern, Price, 10 cents for any pattern. FARM JOURNAL, Philadelphia. 





Be careful to give size and correct measure. Keep this page for future 
10 cents in silver or in stamps for each pattern. For 2 cents we will senda 
copy of ‘“‘The Fashion World ’’; and for 25 cents, to FARM JOURNAL subscribers 
only, our new booklet, ‘‘Dressmaking Self-Taught.”’ 

Address, FARM JOURNAL, Washington Square, Philadelphia, ' Pa. 
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THE HOUSEHOLD 


The Homes of a Nation are its Strongest Forts 








Scan the day as the night falls, swift- 
ly, relentlessly, remorselessly. Decide to 
make to-morrow fairer for the errors 
of to-day. By so doing shall character 
strengthen and the will become powerful 
and free. 


Pm sure it makes a happy day 
When I can please him anyway. 


I know he’s coming by the sign 

That baby’s almost wild ; 

See how he laughs and crows and 

stares— 

Heaven bless the merry child! 

His father’s self in face and limb, 

And father’s heart is strong in him. 

Hark! hark! I hear his footstep now, 

He’s through the garden gate ; 

Run, little Bess, and ope the door, 

And do not let him wait. 

Shout, baby, shout ! and clap thy hands, 

For father on the threshold stands. 
Mary Howitt. 


The policy and purpose of this paper is to 
“Ever Help and Never Harm its Readers.” 


[OMESPUN 


BY THE TENNESSEE LADY 














I notice that the man who 
is at the store every time I go 
there and every time I hear 
from there, is the man who 

is always behind with his work. He is 
about the last man to plant corn, the one 
most. behind in harvest time, and if you 
talk with him he will tell you he is rushed 
to death and has 'so much todo. - I’m not 
much of a judge, but I believe if he would 
work during part of the time he spent at 
the store, that he wouldn’t be so far 


behind thereafter: 

It is not the woman that is always brag- 
ging about what she is going to do that 
does the most work ; it is the woman that 
goes ahead quietly, not trying to attract 
attention. She is the one who does all the 
things that are worth doing. 

Many mothers spend sad hours over a 
trunk filled with little garments ‘which 
once belonged to a darling child, now 
sleeping in the churchyard. Would it not 
be better to give them, or at least a part 
of them, to some widow for her needy 
little flock ? The garments are doing no 
one any good whére they are; and how 
they would delight the poor little creatures 
who have but few pleasures, besides warm- 
ing the heart of the parent and giving her 
fresh courage! Pree eaet coxpope te 
memory more by giving its clothes to some 
needy one, than by keeping them packed 
away from the light. 


The farmer who can adapt. ideal prin-. 
ciples te unideal conditions is the one who 
has good business ‘ability. He can take a’ 
run-down farm and, by applying modern | 


methods, make it a model in a few years ; 
or he can take a scrub bunch of cattle or 


hogs and, by using thoroughbred sires, 
breed them up to be ashowherd. Every 
vicinity needs more such men. 


We often say of a person, “He is only 
a dreamer.’’ But some of our greatest 


men have been dreamers. There’s no 
harm in dreaming if you go to work to. 
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make your dreams come true ; but to sit 
idly and dream of things you’d like to 
have, is no good. The man who thinks 
something will finally turn up to make 
him rich or famous, and who makes no 
effort to turn up something, is likely to 
die unmourned and unknown. 

I have known mothers to send their 
children to a neighbor’s to spend the day, 
just to get rid of them; then, as soon as 
the children returned, these mothers would 
ply them with questions about what Mrs. 
B. had for dinner, whether or not her 
floors were clean, and whether the baby 
had on a clean dress, etc. Having obtained 
the desired information, they rush off to 
another neighbor’s to tell all about it. 
Sister, if you are guilty of anything of 
this kind, take it home to yourself—how 
would you like it? 

Often we see men who ‘‘make stepping- 
stones of their stumbling blocks,’’ and 





THIS SCAPEGOAT WAR 
BY ALICE CROWELL HOFFMAN 


It does seem sort o’ queer to me 
That this big war across the sea, 
So many thousand miles away, 
Should be affecting every day. 
Such people here in Lonely town 
As me and Sue and Mandy Brown. 


When I asked for an Easter ‘hat, 
Bill said I mustn’t think of that 
Just now, this war makes living high, 
Perhaps I'd get it by and by; 

And yet Bill’s income from his store 
Is bigger than before the war. 


Amanda Brown gave up her trip, 


Unpacked the things she'd i in her grip, 


ready cash that was in sight ; 
goes to town when he’s a mind, 
Pee Ceara otic’ 


Jake’s barn got painted just the same 
As if there were no war to blame. 


Our men folks understand, ’tis plain, 
This war, but still they don’t explain 


lad p rgy df mot Brown and I and Sue 
Can’t e thing that’s new, 
While th: Eras iad bs boas 

There ever waa a scapegoat War. 

" sniinaci 





they are’ Pint who suc in whatever 
they undertake. One such man was tied 
down to.a retgh mountain farm, as he had 
to care for his mother who thought she 
couldn’t be content any place else. So he 
set the farm to grass and put out a large 
orchard. He bought the place and kept 
on buying surrounding land till he owned 
nearly 400 acres. To-day he is the wealth- 
iest man in his vicinity, as well as one of 
the most highly respected. 

It takes a person who has lots of nerve 
to keep from getting nervous when things 
get all Lageets When the horses get con-, 
trary and the children boisterous as your 
nerves robe more and more-on edge, it is.a: 
good idea to try to keep your ‘‘nerves’’ 
from getting the upper hand of you. 
Sometimes nervousness is only a new- 
fangled name for temper. 

If some one tells a story about you that 
is untrue, and some kind (7) friend tells 
you about it, don’t let it disturb or 
make you unhappy—just be ayer othe 
to it as if you never had heard it. Say 


_only kind things of the offender, pick out 
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some of her good traits, and enlarge upon 
them. You thus disappoint the tale-bearer, 
who is waiting to take your message back, 
and you also save your own self-respect. 
Rest assured that untruths don’t hurt you, 
they only harm the person telling them ; 
just as the brick thrown against the wall 
by an angry child bounds back and strikes 
him, not even denting the wall. Untruths 
have no power to harm you if you keep 
your angry passions in check. Success 
lies in.ourselves more than in our environ- 
ment. 

Sometimes we think that if we had 
friends who could help us we should win 
success ; or that if we were in a large city 
our merits would be quickly recognized. 
But if we are made of the right kind of 
stuff we’ll override all these obstacles that 
stand in our way, and in spite of surround- 
ings will win the goal we have set for 
ourselves.. It would be hard to take a 
woman with the right material in her and 
make a failure of her. No matter what 
her surroundings, she will do some things 
worth while. 


oo 





HOME-MADE 


Why send afar, to Cork or Rome, for 
Sunday hats or bales of hay? Let’s buy 
the goods we make at home, and show 
we’re patriots, that way ! The giant ves- 
sels sai] the deep, and bring us doodads 
made abroad; we buy such traps, and 
fail to keep our money on our native sod. 
Those ships: take back our hard-earned 
cash, to pay the freight for Europe’s 
kings ; to pay for bottled succotash, and 
stuff we. grow at home, by pins. My 
wife’s new lid was made in France, and 
’tis a phony thing, indeed ; the broadcloth 
in my Sunday pants was manufactured 
by the Tweed. The sauce the grocer sent 
to-day was brought from Lunnon in a 
crate ; it costs like blitzen—I must pay 
the duty added to the freight. We sing 
our. patriotic songs, and! boost: the, Flag, 
and seldom. cease; but when we want 
gargoyles or gongs, we ship them im 
from Southern Greece; And, as I write, 
a hundred barks: bring curleycues across 
the’ foam ; oh, profit by these sage re- 
marks, and learn to buy your junk at 
home ! WALT Mason. 

{Copyright by Adams Newspaper Service. ] 





CONCERNING CERTAIN DOMESTIC 
-AFFAIRS 


Three words Sall sweetly on my ear 

As music from an angel lyre, 
That bid my spirit spurn control 

And upward to its source aspire ; 
The. sweetest sounds to,mortals given 
Are heardin mother, home and heaven. 

Do not use -any old’ rag or any new 
linen for a dishcloth. These hold smut 
and grease, and it is a waste of time to 
try to keep them sweet and clean. Make 
your dishcloths (a dozen at a time) of the 
thinnest grade of cheesecloth, or of white 
mosquito netting. Double it once or twice 
and stitch around the edges and across a 
couple. of rows to make them more firm, 
turning in all raw edges to avoid dangling 
ravelings: These fabrics do not hold dirt. 
Rub. them with naphtha soap after each 
meal, Let them soak while you are put- 
ting away the dishes ; all grime will rinse 
right out, and they will dry quickly. These 
cloths are so nice to use; they reach all 
the corners, and are comfortable to the 
tired hands. The same fabrics make sat- 
isfactory pot-cloths, for, while they may 
be stained by soot, they are easily kept 
clean and sanitary. These cloths are 
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durable enough ; try.them and you will 
never return to a clumsy dishcloth. An- 
other dish-washing help-is a salt bag kept 
in your soap-dish. When the cake of soap 
wears thin slip it into this and use as 
usual ; then you will not be annoyed by 
bits of soap sticking to your dishes. 
MYRENE M. GARRISON. 


**7?e 


THE WORM TURNS 


To THE EpitoR: Why not have an 
article on the increasing boorishness of 
women in their own homes? Such an 
article about the men appeared on page 19, 
January, 1915, issue. é actions of many 
wives are very well described in that item 
om the men. To my personal know!l- 
edge many men that do everything in 
their power to make the home. pleasant, 
very seldom know what it is to be treated 
decently by the wife. They are ordered 
about as if they were the lowest of ser- 
vants, and almost continually scolded, no 
matter what they do or say ; and if they 
do not say or do anything, they are abused 
still more. I know of wives who have a 
high social standing and are members of 
the church, who make a daily practise of 
being so crabbed to their husbands that 
life is almost a burden to them. If the 
sympathetic neighbor would set aside sex 

rejudice and study facts, it would be 

ound that the so-called boorishness is 
‘much more prevalent with women than 
with men. hen a man attempts to de- 
fend himself against a cross and unrea- 
sonable wife he is called boorish and gets 
advertised in the Ye pce rte question 
has two sides. Fair play should be given 
to both. AN OBSERVER. 


oa 
os 


HOMELY WRINKLES 
The fledg’d musicians of the air, 
To drive away corroding care, 

Tune all their pipes to love, 


Good woman, don’t wear yourself out ! 


It’s all right to ride a hobby if you 
know when to dismount. 

A bicycle pump is useful in cleaning out 
refrigerator and bath-tub waste-pipes. 

Before whipping cream set the dish 
in ice-cold water. Remove just before 
whipping. 

You can raise bigger tomatoes by keep- 
ing the plant pruned to one stalk and 
tying it up to a stake. , 

In a bathroom used by all the family, 
have a separate towel rack for each, with 
the 0% s over it; se towels will not get 
mixed. : 


When sweeping, if the bureau is too 
heavy to move, simply take out the lower 
drawer, and then a whisk broom will do 
the rest. 


Never starch table-linen. Iron it while 
quite wet, using a hot iron until the linen 
is entirely dry. It is surprising how well 
even a poor quality of linen may be made 
to look if properly ironed. 


To hang a skirt so it will not wrinkle, 
hook the belt, put the back against the 
middle of the front, fold back the sides, 
and hang it by a safety-pin run through 
the belt. UTH BRowNnN. 


. In the revival of the love for old-fash- 
ioned flowers, do, not forget. the sweet- 
ier. It is charming when in 
-bloom, and even when the roses 
are gone it has a 
fragrance all sum- 
mer, and, when 
TWO REASONS WHY A YOUNG MAN 
WHO EARNS ONLY $8 A WEEK 









#&S 
: hy DOES NOT MARRY! 
covered with its séarlet ‘“hips,”’is almost 
as pretty as when in bloom... 
state yes take down Abe stove is: the 
g-room, mark évery length of pipe 
just as it comes, beginning with No. 1, 
and so on. Then when you come to set 
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up the stove next fall, you will know just 
where every piece goes. 


Before scouring brass handies or knobs 
on doors or bureaus, cut a piece of card- 
board to protect the woodwork around the 
handle, and you can work more freely. 
Make a hole in the center just the size of 
the knob, and cut a slit 
edge to slip it on by. 


Three interesting and valuable bulletins 
have been issued by the United States De- 
sa gar = of Agriculture, at Washington, 

. C., for the benefit of farm women, 
being ‘*‘ Reports 104, 105 and 106.’’ Take 
our word for it that every one of Our 
Folks should send for them. They are free 
to Our Folks in the United States. 
tion FARM JOURNAL. 


HOW TO DO THINGS 


If solid happiness we prize, 
Within our breast this jewel lies, 
And they are fools who roam ; 
The world has nothing to bestow, 
From our own selves our bliss must flow, 
And that dear hut—our home. 
NATHANIEL COTTON. 


Whén ‘woolen blankets are thoroughly 
dry, after washing, beat them with the 
carpet beater to restore their original 
fluffiness. 


To remove wall-paper, make a thin flour 
aste and brush it on the walls, using a 
arge whitewash brush. Let it be fora 

little while; then the paper may be taken 
off in great strips without making a muss. 


Potatoes cooked in their jackets are 
much more nourishing than when . 
Before baking, oil them well with olive- 
oil, then the thinner outer skin will peel off 
easily, leaving all the substance. M. A. P. 


Wash out your stove holder once in 
a while. Don’t let it get ar stiff with 
dirt and dust. It is wonderfully handy to 
toss it down on -the floor after usirig it. 
Lots better, though, to hang it on a hooks 
screwed into the wall just by the stove. 

They followed instructions: A woman 
who was going out for a while locked 
everything up carefully, then stuck a card 
on the baek door for the information of 
the grocer, reading’: ‘‘All out. Don’t 
leave anything.’’ On her return she found 


rom it to the 


Men- - 
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her house ransacked and her choicest _ 
sessions gone. ~To the card on the rc 
ae **Thanks. We haven’t left 
much.’’ 


For a two-year-old child, I make dresses 
or _ from old pereale shirts. The yoke 
I make from one sleeve, the elbow-length 
sleeves from the other sleeve, and the 
body of the dress from the skirt of the 
shirt turned upside down. N. F. M. 


Old-fashioned wagon-grease stains used 
to come out if softened with lard and then 
washed.- The: modern grease is largely 
made from mineral oils and requires tur- 
pentine to soften and remove it. Wash it 
alternately. with turpentine and water 
until it comes out. 


When housecleaning I always use my 
large tea-trays on which to carry out of 
the room and bring back all small articles, 
such as toilet utensils, small pictures, 
vases, etc. A number of such articles 
can be carried at one time, and many steps 
be saved in this way. .M. 


Do not throw away — left-overs, but 
make them into a ed hash. Take 
cooked onions, sliced cold potatoes, chop- 
ped meat, and bread-crumbs ; season with 
salt and pepper ; wet with rich milk, mix 
well, put in a shallow baking-dish. with a 
little melted butter, and bake till well 


done. Fine. .. «ML A.P 
The big bugs will begin to fly about this 
time of the year. Get out the screens and 


shut the bugs out. I know of a woman 
who found a big May-beetle in a. can of 
blackberries her husband put up while she 
was away on a visit. He wanted to sur- 
— her when she got back, and let her 
now what asmart man hewas. She was 
surprised all right when she opened that 
can of berries. V. 


‘‘Then you refuse me ?’’ he asked, dra- 
matically. ‘‘I do; John,’’ answered the 
maiden. ‘‘Is it because I have no for- 
tune ?’’ ‘‘Not atall.’’ ‘‘Isit my looks ?’’ 
‘6d hdc I have just —s dope I —— 
people who marry grow to loo e 
other, and although I love you, John, 
I-I-I really don’t think I could stand it to 
look like you.’’ ‘‘ You silly girl !’’ he ex- 
claimed, ‘‘ Maybe it will be I who will 
grow to look like you.’’ ‘‘O John !’’ she 
said joyously, ‘‘I never thought of that. 











_ Need Four Hands 


with iron in each to 
by 7 as you obtain in 





i 
i 


ih 
i 
Fae 


i 
i 





H 
a 


ea 


ty 
rhe: 
if 











Make Money Cannina 


Turn your excess fruits and vege- 
tables into money by the quick, easy, 
simple steam pressure way. Outfits 
at from $10 up. _We will send you a 
free 60- page 


book contain- 

ing full infor- OF. 
mation and 230 

choice can- VIN 


ing recipes, 
as well as our “Profitable Canning” 
Magazine for 6 months, free. .They 
tell you all about it. Write today. 3 


Northwestern Stee! & Iron Works 
517 Spring St., EAU: CLAIRE, WIS. 


Try This Washer FREE 


in your home for 14 Days and prove that it is 
the best oman can make. Saves 
money, labor and 


A. B. C. Power Washer 
in Power 
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I’m sure it would be great for us to look 
like each other ; won’t you please forgive 
me ?’’ 

To clean painted walls, close doors and 
windows and set vessels of boiling water 
about. Keep them steaming by dropping 
im hot bricks at intervals. This will soften 
and loosen the soiled spots. Put a couple 
ef quarts of bran in each of two cheese- 
eloth flour- and boil them in four gal- 
lons of water. Use this water for washing 
the walls ; it will clean without streakin 
them as soap does. The bags can be wae 
for the cleaning. RUTH BROWN. 





NUTS AND RAISINS 
Not bricks nor stones, though the bricks 
be of silver and the stones of rubies, make 
a home ; but sunny smiles, helping hands, 
@ warm hearth and a cheery welcome ; 
of these alone enduring homes are built. 
. SPENCER H. ALLEN. 


Expect the best of life, then you are 
more ‘likely to work toward it and to get it. 


Washing a big tableful of dishes some- 
times cures a headache because of the 
soaking of hands and wrists in hot water, 
the gentle exercise, and,—the pleasure of 
having the job done. 


Everything sown or planted in a pee 
perso thc conto Wooden — mor 
easily be prepa ng rainy days, 
they save a great deal of confasion and 
trouble later. 


Pa’s got the influenzy 
And so has sister Sue ; 
Poor mother’s in a frenzy 
Cause baby went, ‘‘ Kerchoo!’’ 


Trene calls it “The La Grippe,’’ 
Her nose is fiery red ; 
But grandad doesn’t care a rip! 
He says it’s “Cold in the head.’’ 
MYRENE M. GARRISON. 


Never set away a bottle or other vessel 
that has had miik in it without washin 
it for dear life. A good farmer’s wife 
know was made terribly sick by using a 
half-cleaned bottle that had been standing 
a long time before being filled. E. L. V. 


Don’t shed tears over ‘‘ this old house.’’ 

Just set to work and make it as neat as 
ou can. Brighten up the rooms with a 

it. of. new -wall-paper, paint the. wood- 
work over new, and meet your husband 
with a smile and a kiss every time. That 
will make ‘‘ this old house”’ a palace. to 
you all. 

She was smartly dressed and when she 
met a small, bare-legged urchin carrying 
a bird’s nest with eggs in it, she said: 
‘* You’re a wicked boy; how could you 
rob that nest ? No. doubt the poor mother 
is now grieving for the loss of her eggs.’’ 
sé Oh, s 
your hat.’’ 

Let’s have a postal card vote on Woman 
Suffrage. Are you for or against ? i 
invitation is extended to all Our Folks in 
Massachusetts, New York, Pennsylvania 
and New Jersey, in which states the 
eee 7 comes up for settlement next 

all. It will be interesting to know now 
the trend of sentiment on question. 

No matter how weil a person may be 
as a rule, there will come days when he 
will be a bit ailing. Then don’t run and 





I'D LIKE TO FIND THE 
MAN OF MEN, . 
WHO LIKES THIS TIME 
Oo’ YEAR! 


read’ over the’ label on some patent medi- 
cme. bettle, . winding up with a dose..of 





something : t a thing about. 
Just hi me is ae folks all in and go 
off to some nice, _ pleasant where 


yeu can roam around to your ’s con- 
tent till about one o’clock, and then sit 


don’t care,’” he said ; ‘‘ she’s on 





down to a mea] that wife and the girls have 
prepared. By that time you wil) have 
come to your appetite, and you will go 
back home feeling ‘‘ as fine as a fiddle. 

When your husband has a very mean 
spell and says things that make you feel 
bad, think it over and see if the bread is 
all right or the pie-crust as light as a 
feather. Lots of times there is a direct 
connection between cooking and bad tem- 

r. Preach a sermon in your baking. 
Becker your dear ones by giving them the 
best cooking you possibly can. 


As their hair grows thinner, elderly ladies 
are very apt to go about with their bon- 
nets sli over one ear, which gives them 
arakish appearance. To keep their head- 
gear plumb they should pin firmly, with 
hairpins, to what hair they have left, a 
piece of black net, an old veil will answer, 
one large enough. to help steady the hat, 
which when pinned in place will stay there. 





On this page are advertisements of food and cook-stove. 
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ie SAAARAAAA 
When you write an advertiser tell him you saw his 
card in Farm Journal, lt is to your interest todo so. 
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“milk easily digestible 


Because Mellin’s Food supplies 


ee the é¢lements needed to make 


cow's milk’ like mother’s milk. 
Because Mellin’s Food is easy to 


pr 
ae Mellin’s Food ‘can be 
readily adapted to the needs of each 


Borris vst oat aod 
- most wa 
a feoda hake whe cancion. 
White ‘today for our free book, 
“THE CARE AND FEEDING OF 
INFANTS.” It contains just the in- 
formation every mother needs for the 
proper bringing-up of her baby. If 
you prefer, just write your name-and 
address on the margin of this page 
and sendittous. = 
Mellin’s Food Company, Boston, Mass. 
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department and wherever 
A) sea the picture of the NEW PHREECTION Gikt, 
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H AIR BAKING 
MEANS BETTER BAKING 


S$! Idoall my baking ina NEW 
PERFECTION Oven now—my (7 
husband says he never before appreci- & 
ated what a good cook I was. Ke 


It bakes bread so richly browned— ye 
such airy delicious biscuits—such light "%4 
fluffy cake. } 


The secret. is the current of fresh hot 77 

air passing continually over and under © 

the food—drying out the steam, and | 

preventing sogginess—an exclusive ad 

ve the NEW PERFECTION | 
en. 












Adopted the STANDARD OIL COMPANY Wy 
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at moderate hardware, furniture, 





PE JON 


“‘Now Serving 2,000,000 Homes” 
Send to Dept. O for our 
free illustrated catalogue 

Sond. sx usm fhe von New pe 

MANUFACTURED AND GUARANTEED BY 

THE CLEVELAND FOUNDRY 
COMPANY 

7407 Platt Avenue, Cleveland, Ohio. 


MADE IN CANADA BY THE PERFECTION 
STOVE CO., LIMITED, Sarnia, Ontario, 
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BY AUNT HARRIET 





[Aunt Harriet wishes to give advice, suggestions 
end sympathy to all Our Folks who are in doubt or 
in trouble, but her correspondents have become so 
numerous that it is impossible to answer all the let- 
ters in this column. To be sure of a reply, give full 
name and address and two-cent stamp, for only such 
answers as will benefit and interest the largest 
number of people will be given here. Address, Aunt 
Harriet, care of Farm Journal, Philadelphia, Pa.] 


OUSE-CLEANING time 
again, and, while we are about it, 
why not have a municipal house- 

cleaning day? Some months ago I spoke 
of the value of outside improvements, 
but it takes neighborhood feeling and co- 
operation to get the best results. 

Unoccupied lots covered. with weeds 
and rubbish, sheds and fences bearing an- 
nouncements of last year’s circus, ruts in 
the road, breeding places for flies and 
mosquitoes, unsightly school playgrounds, 
dirty railroad stations and municipal build- 
ings,—all afford opportunities forimprove- 
ment, and if your town or village is 
properly interested, results are possible. 
Of course, any such movement takes time 
and money, but the more you work the 
less money you will need. Naturally, the 
women will have to start the movement, 
then they can interest the men and chil- 
dren, while the local newspapers, always 
hungry for news items, will gladly give 
space to the work. 

Choose a practical woman for your 
president or chairman, and she can _ap- 
point committees on publicity, schools, 
public buildings, roads, vacant lots and 
general improvements. 

Enlist all organizations, interest the 
school children, let everybody help clean 
5 the town and beautify it. As a matter 
of education, make much of the principle 
that nothing should be wasted. 

Business men may be persuaded to loan 
horses and wagons to collect rubbish ; if 
any of itis salable, a rummage sale will dis- 

se of it. Scrap iron and old newspapers 
ave a market value. Dead trees and 
other wood can be made into kindling and 
sold. Certain kinds of ashes, when not 
used for filling-in purposes, are useful for 
making concrete. Proceeds from any sales 
should go to the house-cleaning fund ; if 
there is a balance, use it for improve- 
ments. Make a bonfire of the rubbish, 
choosing a vacant lot where there are no 
inflammable surroundings. Many com- 
munities would regard a large bonfire in 
the evening as an acceptable celebration 
of the day. The cooperation of factory 
owners should be sought ; the advertising 
value of well-kept buildings and grounds 


is seldom realized. Ask everybody to | 
plant what he can in the way of trees, | 


shrubs, ivy, etc. Have a committee ready 
to advise intelligently on this subject. 
Arrange to have moving pictures of the 
‘‘swat the fly’’ movement shown, then 
start a movement for this purpose 
amongst the school children. Clean out 
all gutters, cisterns, drains and other 
places where mosquitoes may breed ; and 
when all this and much more has been 
done, do not sit down with a sigh of satis- 
faction, but start right in with your or- 
ganized and interested forces to make 
arrangements for the safe and sane cele- 
bration of the nations’ birthday, July 4th. 


A Reader: Gratitude is never. monot- 
enous. No matter how often a thing is 
done for you, nor under. what circum- 
stances the kindness is extended, you 
should express your thanks. Young people 
(and older ones, too,) sometimes w r 
why their more fortunate friends do not 
remember them, or why certain people 
who are able to do so, neglect them in 
planning for good. times or the bestowal 
of gifts, when too often it is their own 


lack of appreciation which is at fault. We 


is here | 





ail tire of doing for those who accept our 
efforts as a matter of course, and turn 
from. the indifferent toward those who 
show. appreciation. You ask if you should 
thank your escort when you ‘‘ could have 
gotten home just as easily by other 
means.’’ Certainly you should thank him. 
He may or may not have known this, but 
the fact that he did escort you required 
recognition on-your part. So, without 


On this page are advertisements of freezer, hosiery, 


vaseline, victrola and light. 
ADVERTISEMENTS 


Ce el tied E ~ 
When you write an advertiser tell him you saw his 
card in Farm Journal. it is to your interest todo so, 


With the Purity 
of home making, 
you get deliciously 
light, fluffy ice- 
cream, conventently 
and economically, 
by using the easy running 


LIGH-ENING 


Automatic Twin Scrapers © Famous Wheel Dasher 
Your dealer can supply you 
Recipes for Frozen Desserts, by Mrs, Rorer, sent free 


NORTH BROS. MFG. CO., Philadelphia 

















Every step you take in 
tells you why 10,000 dealers sell 35,000 pairs 
daily. Black Cat—-for all the family—is made 
in Silks, Cottons, Silk Lisles, Wools and Meri- 
nos. Allcolors. All Prices—25c up. Unlim- 
ited satisfaction guarantee box or pair. 


Among our many styles, there is one that will 
exactlv suit you. Ask for it. 


Chicago-Kenosha Hosiery Co. 
Kenosha, Wisconsin 
Made in U. S. A. for over 30 years. 





































The Doctor Uses 
CARBOLIC ACID 


Carbolic acid is one of the three or four 
most efficient antiseptics known to medi- 


CARBOLATED 


aseline 


Reg. U. S. Pat. Off. 


is a safe, convenient form of this powerful 
antiseptic, for home use in dressing cuts, 
bruises, sores, insect and animal bites. It 
contains 144% of 
carbolic acid, 
blended witha pure 
*“Vaseline’’ base. 
Sold at drug and 
general stores 
everywhere. 
Write for illus- 
trated booklet de- 
scribing the various 
““Vaseline”’ prepa- 
rations and their 
many uses, 


CHESEBROUGH MFG.CO. 
( Consolidated) 
48 State Street New York City 






























trola 


Victrola IV 
$15 


Other styles 
$25 to $250. 


; Its easy to 
23 learn the new 
Kf Steps with the 
music of the 
Victrola. 


e The Fox Trot, Castle 
” Polka, and all the other 
new dances—played loud 
and clear and in perfect 
time. 


Hear the latest dance num- 
bers at any Victor deal- 
er’s. Write to us for 
catalogs. 









Victor Talking 
Camden, N. J. 


Berliner Gramophone Co., 
Montreal, Canadian Distributors, 
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= HOME MADE ACETYLENE 


see] 
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the misuse and abuse of cit 


PLANTs in use. 
A hundred feet of acetylene makes more light than 


Insurance records show this— 


gas, kerosene and gasoline 
caused over 100,000 fires in six months. While the misuse and 
abuse of acetylene caused but four firesduring the same period. And 
there are over a quarter of a million Country-Home-ACETYLENE- 
mighty fine showing for acetylene. 


Safest Light and Cooking Fuel 





bakoetb ecb etela< ed tele} vet: 
prove ity 








a thousand feet of city gas. For this reason acetylene light 


burmers have small openings — so small that not enough gas could escape from an open burner — in a whole day 


= to do any harm whatever. 


: Also, acetylene gas is not poisonous to breathe — you would suffer no harm in sleeping under an open unlighted 
burner. Also, acetylene burns with no odor whatever — but acetylene from an unlighted bummer bas a strong 


pungent odor which immediately attracts attention. 


Also, acetylene lights are permanently fastened to walls and ceilings — they cannot be tipped over. 
Also, the acetylene producing stone, Union CARBIDE, won't burn and can’t explode. ; 


For these reasons insurance authorities have pronounced acetylene safer than illuminants it is disp! 
literature tells for 
it is used extensively for cooking as ‘eek se tgtiogs das oan 


Carbide Sales Company, Dep:. 1,. 
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being at‘all profuse, you could say, ‘‘ 1am 
greatly obliged to you, Mr. Smith; it- was 
very kind of you to walk home with me’’; 
or, ‘*1 appreciate your kindness, thank 
you, and good-night.’’ Courtesy demands 
that much. As to giving thanks for a box 
of candy, yes, every time. If children 
were trained to say, ‘‘ Thank you’’ from 
infancy, the habit would become fixed, 
and such questions as you ask would be 
unnecessary. 

““Keeping Company’’: With our com- 
plex civilization and our enormous terri- 
tory, a standardization of the customs 
governing friendship and courtship would 
be impossible. A custom which is con- 
sidered beyond criticism in one locality is 
thought most improper in another, and 
the methods pursued in the latter would 
not be tolerated in the former. Circum- 
stances, local conditions and opportunities 
and public opinion are in control every- 
where, and ignorance concerning their 
importance is responsible for much that 
is wrong. Ever since I have written for 
Our Folks I have tried to have them 
understand that there is no harm in a girl 
having more than one young man friend, 
and more danger in having her tied down 
to one, if he is not the right kind. The 


favor of the man, for he can, under such 
an understanding, call on a girl for years, 
ring ee others away in the most “‘ dog- 
in-the-manger ’’’ way, yet free ‘to drop 
her the moment he chooses to do so, be- 
cause they were ‘‘ not engaged.’’ Now, 
I put it to you in a common-sense way : 
Why should. one be able to enjoy any 
number of friends of one’s own sex and 
‘ be limited to but one friend of the other 
sex? And why should one be allowed to 
look about and select with care an article 
of dress, a piece of furniture, stock or 
property, but be limited in the choice of a 
life companion ?. And why, if one goes to 
church with a girl once or twice and calls 
at her home thrice, should it be a matter 
of comment if another young man calls 
on her?, Why should she not have the 
privilege of seeing other young men, of 
comparing them and deciding for herself 
which man’s attentions and presence is 
the most agreeable? The best fellow will 
win out every time, if the girl has sense, 
and if she hasn’t, then why care? We 
women are casting off our shackles, one 
by one, and fervently hope the time will 
come when amongst other privileges the 
young women of our country can claim 
the right to accept attention from any 
respectable man without the protests of 
her so-called ‘‘friend,’’ and the wagging 
of gossips’ tongues. Cease patting your- 
self on the back. It was not ‘‘manly’”’ and 
‘‘noble ’’ in you to ask permission of her 
parents to ‘“‘keep company’’ with their 
daughter, it was downright selfishness; 
for had they granted the permission, you 
could have had for yourself the compan- 
ionship of a lovely and interesting girl, 
and the advantage of berg in a delight- 
ful home and family, with all competitors 
left out of the race. Now, brace your 
shoulders, and go in and win on your own 
merits. 


On this page are advertisements of honey, irons, cooking 
utensils, agents, fish bait, heaters and cleanser. 











‘ADVERTISEMENTS 
LOD LL LE EL LL LDL LEO OOOO eee 
@ When you write to an advertiser tell him that you saw 
aN kis card inthe Farm Journal, It is to your interest to 
i do so, as Our Folks are treated honestly and served 
aes with the best. Read the Fair Play notice on first page. 
We handle only the v best. Guar- 
anteed Pure. . Sample ie. Price list 
FACEY, 


HONEY 2228 "eet 
AGENTS 125% Profit 


















SELF-HEATING IRON 
Low priced. Just out. Simple, 
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chances in ‘‘ keeping company ”’ are all in | 


| ms ae 3 mete es 
[* * giving. aw pac: es. Per- 
famed Borax Po with our Soaps, ete. No capital or expe- 
rience needed. S. WARD & CO., 222 Institute Pi., Chicago. 
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Let Our Experts 
Draw up Your mia 
HeatingPlans 

'E aegpne ad Pantansere seamen ee 


down coal bills. Deal direct with manu- 
facturer—save $25 to $75 by buying at 


Low Wholesale 
Factory Price 


We grant year’s test—back 

@ guarantee with bank bord 
cash or long time credit 
—easy payments. We pay 
ht. Blue prinis free, 

or not—no 


obligations, Write today for 


catalog No. 
Kalamazoo Stove Co., Mfr. 
Kalamazoo, Mich, 


‘4 Kalama Zoo 


Direct to You’ 





































LD DUST 
TWINS do your work”’ 
ii Millions of women use 
| Gold Dust daily in wash- 
ing dishes, scrubbing floors 
and woodwork, and wash- 
ing windows—but they do 
not realize the many ways 
in which Gold Dust can 
be used, 


GOLD DUST 


meets every cleaning and brighten- 
ing need in the house. 


Use Gold Dust not only for washing 
dishes, but for washing bathtubs 
and bathroom fixtures, cleaning and 
brightening metal work, pots, pans 
and kettles, for scrubbing floors, 
washing woodwork, cleaning and 
freshening linoleum and oilcloth, 
and for all the hundreds of uses for 
which it is so particularly supreme. 


5c and larger packages 
sold everywhere 



















CHEE FAIR BANK Soarany) 
MAKERS 








































Replace utensils that wear out 
with utensils that **Wear-Eyer” 

Write booklet, “The Wear-Ever Kitchen" which 
pte a how to improve your cooking, 








The Aluminum Cooking Utensil Co. 

Deer. 6.3 Kensington, Pa., orif you live in Canada 
orthern Aluminum Co, Lid’, Toronto, Ontario 

ed 4 Fy ape tn bili r fefunded, 7 not satisfied. 











10 DAYS 
FREE TRIAL 
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Now we have it! The Improved Imperial! Self- 
. U kerosene. 

. Absolute safety, greatest efficiency, economy 
and convenience, ized by those who know 
as the best self - heati ing device in the world. 
Safer and more nm electric or gas irons, 


THE IMPERIAL 
SELF-HEATING IRON 


Takes the drudgery out of ironing day 
Produces elegant finish. Nothing to get out of 


order. No cords or wires to bother. Use 
















or out. Fine for traveling. No odor, no 
—Easily cleaned. Always vendo. nb gee 
nary kerosene or gasoline—Combination com 















BOS Sey 


IMPERIAL BRASS MFG. CO. 
Dept. 625, 1210 W. Harrison St., Chicago, Mi. 
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'\ A’ NIGHT IN SPRING : 

BY EVERETT MAXWELL 

Behold where He hath cast the dogwood’s 
white 

With drift on drift, like banks of spotless 
snow, 

And clothed with fire yon redbud droop- 
ing low— 

The peerless glories of this springtime 
night. 

His hand it was that arched the purple sky, 

And hung its tapestry with golden stars— 

Leads this sweet brook that softly mur- 
murs by, 

In its long, tortuous way o’er shingly bars. 

His praise the night-bird chants in yonder 
glen, 

His love the wild-bee murmurs yet again. 

To kneel in gratitude to Him shall we 
forbear ? 

Lo, e’en the violets have bowed their 
heads in prayer! 





FARM GIRLS OF AMERICA 
A club for farm girls 


“A perfect woman, nobly planned, 
To warn, to comfort and command.’’ 


Many of you think a perfect woman 
must be a beautiful woman ; but the poet 
here sets a higher ideal than that of mere 
beauty. Think over the last line—‘‘ to 
warn, to comfort and command ’’—and 
see if you can get the idea, 

A letter sent to Emma J. Graves, 
Kalamazoo, Mich., was returned. Will 
Emma send complete address? Be care- 
ful about this, girls, and always give full 
address. Try to remember the stamp, also, 
when writing for seals or information. 

In many parts of the country there are 
corn and potato-growing contests for boys 


and girls. We hope our girls will try, 
wherever ible, and see what they can 
do with Mother Nature’s help. Of course 


you will enter the bread-making oe sew- 
ing contests without any urging. Eve 
irl wants to become a good cook ep 
ne needlewoman. ; 
Just a word about phone etiquette : We 
that none of our girls are guilty of 
deliberate ‘‘rubbering.”’ It is as impolite 


to listen to another’s conversation over’ 


the phone as to on her actions through 
the window. And please don’t call up 
your ——— if you are on a party line, 
without first finding out whether or not 
the line is busy. . 
THE PROGRAMME CONTEST 

Quite’ a buneh of programmes of daily 
work, study and play were sent in, the 
finest of all-being Esther Smucker’s. 
Esther is only twelve, but her idea of a 
programme for each hour of the day is 
worthy of an older head. 
We have tried this plan 
ourselves, and it is a big 
help to systematic living. 
As ** r is Heaven's 
'.\ first law,’’ you will find 

- life much more enjoyable 


™. if: you have a system 
Saini 


‘live up to it as nearly 


it ther good peagremines 
- “Were sent by Edith Davis, 

-- Deris Northey, Eva Ben- 
myn ker, Gerty Elmendorf, Ida 
eae’ TO THE FUTURE FLOWERS 
: ~ OF Q@UB NATION—OUBR CAMP FIRE 








Se ol @ERLal 
ilbert, Glady dys: Meikle, Helen Logsdon, 
Ina Burdett; Irene Wenning, Ruth Fike, 


Lauta Davis, Olive Burdett, Sybil Brewer 
and Zabelle Equinian. 


Three little girls put in their - 
mes :» ‘Kiss papa and mama good-b e,”’ 
or ** good-night,’’ and severa pons 4 of 


saying their prayers, Thatis right ; don’t 
Pom di the best part.. One girl has a 
period for Bible reading and for writing 


finishing, ranges, flavoring extracts, cotton 
.clothes. 





in her diary—both good. things at the end | 


of a busy day. 
OUR MAY CONTEST 


Knitting has almost gone out of style, 
as we buy most of our stockings nowa- 
days; but we must still darn them if we 
would prolong their usefulness to a good 
old age. How many of you girls darn 
your own hose? _ Don’t, don’t, don’t wear 
stockings with holes in them! We want 

ou to learn to make a neat, smooth darn. 

ractise it a few days or weeks, and then 
take an old stocking you don’t care for, 
and in your best manner darn a fair-sized 
hole, and send it to Aunt Clara, Hawley, 
Minn. Our beautiful gold pin will be 
given to the girl who does the best darn- 
ing. All entries must reach us before 
June 5th. We hope to hear from every 
active and honor graduate member, as 
well as all girl readers of this depart- 
ment who have not yet joined. 

If you want to join us send self-addressed 
stamped envelope for directions. 


ESTHER’S DAILY PROGRAMME 


On School Days : 6.30a.m. Rise, dress, 
help get breakfast. 7.00. Wash and dry 
cream separator. 
dishes. 8.00. Do odd jobs. 
dress, get ready for school. 
for school. 9.00. Study, play, study. On 
Saturday : 6.30 a. m. Same. 7.00. ese: 
7.80. Serub floor of bathroom and wash- 
room. 8.10. Clean sink and tub. 8.30. 
Tidy bedroom and sitting-room, and sweep. 
9.00. Sweep porches, Help get dinner. 
On Sunday : 6.30 a. m. Same. 7.00. Same. 
7.80. Wash and dry dishes. 8.00. Sweep 
kitehen and porches. 8.30. Put rooms in 
order. 9.00. Get ready for church. Go to 
church. 

On School Days: 12.00. Dinner hour. 
1.00. Study, play, study. 4.00. Go home. 
4.30. Feed and water chicks, get eggs. 
5.00. Play, sew or run errands. 5.15. Start 
supper; help get it. 6.00. Turn separator 
and clean it. 6.30. Wash or dry dishes, 7:00. 
Sew or read. 8.30. Retire. Saturday : 
12.00. Same. 1.00. Wash or wipe dishes. 
Play. Takebath. 4.00. Sew or play organ. 


8.10. Comb, 





Qn this page are advertisements of, Groampeking, kodak 


women’s 








ADVERTISEMENTS 





When you write an advertiser tell him you. saw his 


card in Farm Journal. li is to your interest todo so, 


DRESSMAKING TAUGHT BY MAIL. 


00 to $7. day athome. Our 5th year, Hun- 
dreds Graduates. g > terms. Write 


Mme. CAREN’S COLLEGE OF DRESSMAKING, 
Jacl ‘ : 


Don’t Buy a | 
Stove Until 
You Get This 















Ask for Catalogue | 
Kalamazoo Stove Cow Mrs. 
A Kalamazoo 


Direct to You 


| 








7.30. Wash and dry | 
8.30. Start | 








} FANISHING. , Any. li Ce 
OM eas Sitoanias Bie 
‘ 4 J 








Six beautiful crochet designs 
with directions given with 
Mercerized 


Crochet Cotton 


= 10 Cents Per Ball 
WOOLCO Mercerized 
= CROCHET COTTON 


is of finest quality, smooth 
= andsilky. Prices are for 
U. S. stores only. 

Pearl Cotton 6 cents extra if 
P Wastes Cordennet t 10¢ ball t sent by mail. 
Wooleo Flossiana—white 10¢; colors Se t° cents extra 
Woeleo Kroder—4 for 5¢ if sent 
= Weolce White Floss—8 for Se 
1 For Sale only at 
F. W. WOOLWORTH CO. STORES, Everywhere 










[FREE 


s 





by mail. 











FREE copies of the 


y 
: Coder’ Bargain Bulletins 
















& Regularly sold for $1.50 to $2.00 
1INDD1M—One of the season’s 


Me novel white pipi hasi 
the graceful flare in skirt. In 
blue, tan or lavender. 

(Women’s sizes 34 to 46 








Bust; Misses’ sizes 14 toa 
18 years). 


Megas me $] 00 
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He} wt chores. 4.30,, Féed) chick: 
Hele pee (Ke 30 samé ‘as ‘on school- 
days. On Suhdaye: 12.00. In church. 
1.00. Go home, help get dinner. Wash 
or dry dishes. 4.00. Read, rest. ..4.80. 
Feed chicks, etc. 5.00. Pop popcorn. 
6.00. ‘Read. 8:30. Retire. 


ee 


CORRESPONDENCE 


I want to be a milliner because I like 
the trade, and I think there is more money 
in it. OPAL LEorRA, California. 


Anna Elizabeth Fryer says that last 
winter she and four others made up a 
purse of $2. week and gave it to a poor 
family, which kept them from starving. 
Wasn’t that fine, i 4 ? We gave Mary 
Twaddell a red seal for making two dress- 
ing sacks: .Mary has learned to make 
erullers, aid that pleases father and 
mother. 

My Voéation in life is to be eithera farm 
girl or a farmer’s wife. I have learned to 
cook, bake, embroider, keep house, milk, 
churn, raise comin make garden, har- 
ness and hiteh and unhitch a horse, and 
take care of a baby; am learning to sew 
and crochet, By doing these'things I can 
earn something so as to possess some- 
thing. The reason I choose this vocation 
is because it is the most happy and inde- 
pendent life. LENORE, Ohio. 


_2e-- —__—_—~ 


LIMITATIONS 
BY ALICE CROWELL HOFFMAN 


Fair Mary hada great big hat 
She’d bought some time ago, 

The brim was very broad and flat, 
The crown was far too low. 


Right cleverly she fell to work 
To cut the. big brim down, 

And set a piece beneath the band 
To elevate the crown. 


And. next she took the: long 
‘black coat 
She’d used last. year to drape 
Her figure with, and really made 
A very stylish cape. — 


Then Mary met her Waterloo,- 
Although she tried and tried 
She couldn’t find a single way 
Tc cut her tight skirt wide ! 


—_———_ 2904s 


IN THE ZOO. 
‘* Why don’t ws come the front 
of the cage, pa. me ae 
tricks when 9 a are here 
a mother monkey to a young one. 

‘* Because they laugh:at- everything I 
do, and I hate being made fun of like that. 
I don’t love it one bit !’*» -: 

‘* Why, of all foolish things!” exclaimed 
the amazed mother monkey, . 

‘* They laugh if I even. eat a piece of 
bread, and it makes me feel ashamed,” 
said the sulk young monk 

‘“And so that is ES you slays 
skip to the “ro “ our house while your 
cousins are at the ront. ere doin 
very best to be cute A 

‘‘ Why, mother, the peal Tatigh ri ght 

in our-faces, and point 





like it.”’ 

** You silly. child.’ Fi 
know they — but it: 
is because they are so. 
pleased with us, and Wer’ 
OH, I DO LOVE ‘TO -HOB.AND SKIP, 

WITH MY¥.NEW JUMPING ROPE! « 
AND WHEN I Grow Qurrr OLD 


AND GRAY, 
I'LL LOVE IT ‘STILL, raters ! 











admire eve hing we do, and they go away 
feeling all a better for a visit to pect? i 
PR en ‘a-man come in. the door ' 
morning; ,and he was look 
stern and sad 1 at I thought he wou be! 
very nice, but he had stood at our bars 


one another, and T don't tl 


* only a minute ‘before he was inaiphing so 
hard that he could be heard all over the 
monkey house ; and I stopped dancing the 
fox-trot _ off, for he was looking right 
at me all the time !’” 

‘That was because he liked your pretty 
tricks, my dear child. And we ought to 
be thankful and se proud that we are 
able to make people forget their troubles, 
and go away cheerful after a little while 
spent with us. I have seen many worried 
faces brighten up like the sun ; and the 
children had rather come to see us than 
go annie else.’ 

The young monkey scratched his head 
thou oe and his face lost its sulky, 
fretful look 

‘* Now, Jocko, my dear, a whole lot of 
people are coming in, and I want you to 
go right up to the front and see how well 
you can do. I expected to be very proud 
of you, for you seemed so very pert and 
smart when you were little, and I don’t 
want any more hiding away out of sight.’’ 

And the young monkey, comforted and 
pleased by the words of his wise mother, 

ranced and danced his best, and then he 

eaped up on the swinging bars and did 
some stunts and difficult feats which he 
had never before attempted. 

EmMaA A. LENTE. 





On this page are advertisements of printing, land, agents 
wanted, patents, canner, ponies, organs and pianos.” 








ADVERTISEMENTS 


When you write toan advertiser tell him that you saw 
kis card in the Farm Journal. It is to your interest to 
$0, as + Folks are treated honestly and served 
with the best. Read the Fair Play notice on first page. 














| 100. Env nome opt the 30c Postpaid 

| avelopes ares ir vrinted on the 3 Wheeler 
WHAT YOU INVENT. It may 
be valuable. Write me. No at- 


| ATEN LZ 8 allowed. b. 1882. 
} ~ ae low: Esta 
518 *Pinrgntor'g Gu r ggnae ag FR ty een Hough, 





SOLID GOLD SHELL BIRTH 
ws als RINGS 10c EACH 


Tegods on gar new prem 












oe 


sam 900 WEEKLY 
Seaes 








, Caen 
tables going to waste, V 
Mle, money required — Die =e 
@r on the farm, 











Let us save you time and money 
by planning your trip to the 


WONDEPFUL 
ORNIA EAPOSITIONS 


For free illustrated booklets and 
full particulars write C. A. CAIRNS, 
G. P. & T.A.,C. & N. W. Ry., 226 
W. Jackson St.; Chicago. 





BOYS and GIRLS 
Th Shetland PONIES 









any 
Just your 





and give goto 


more a fe ie 
ee Bee Ree 
Viceure inmeres ear Maier $1500 ) a Yoor eer 


mms 

















ieee a 


Will Be Sent to You For a 
Year’s Trial 


: 250,000 nee 
aaron Nias 
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wars! And ah, the rare and joy | Spend summer gathering insects, butterflies. & 
THE: BOYS under which Osr lives, auisreket by Wats | GASH erg BcceasaMan EEC SM gala 


SOMETHING DOING 
EBoys’ experiences and correspondence weleomed. 
Address, Houvister Sace, this office.) 
SMILE and a ‘‘thank you’’ for each 
courtesy cost nothing, but they will 
give joy and win esteem. 


I am a boy age thirteen years. I have 
been grooming my father’s horses for the 
last two years, and I find that grooming 
lightly does not shine a horse upany. It 

es a little muscle to make a horse look 
nice after he has been sweated up and a 
little dusty. B. B. P. 


The difference in these two boys is 
noticeable. Paul fills his pails full to over- 
flowing and, when he brings them in, spills 
the water carelessly over the floor before 
setting them down. But Phil comes in 
and sets the pails carefully down, not hav- 
ing filled them too full. And Phil is as 
high a stepper as his brother, too. His 
care with the water is like his treatment 
of his clothes and shoes. Neat and - 
ticular about other things, one of these 
days he will become a gentleman and then 
something greater still. 


Raise a colt, my boy. Colts will soon 
be horses if cared for, and horses will sell 
readily at Once w 
the colt will cost no more per year than 
acalf. Each one requires vod Seed and 
shelter the first winter, but after that the 
colt will do better on the same ration than 
the steer, for he will keep warm with 
exercise while the steer will not. He will 

ow and thrive on a hilly pasture and 

evelop muscle climbing, provided there 
is good grass there in abundance. Given 
shelter and ty of rich grasses, a colt 
will grow with but little co and will 
almost take care of himself. 


Dear Epitor: A fellow I know was 
left at home alone one night to look after 
the stock. At bedtime he found a new- 
born lamb cnd did not know what to do 
with it. The ewe seemed to be bewildered 
and the lamb was wet and cold. But he 
took it to the kitchen, built a good fire and 
dried the lamb by the stove. Then he 
took it back to the sheep barn and the ewe 
nursed it, and it will make a fine lamb. 

Maine. EpwIn WILCOox. 

[That boy has real gumption. He has 
the germ of as in him and could 
certainly make a success in life keeping 
sheep.— Eprror. } 

Dear Eprror ; Father has taken FARM 
JOURNAL many years. I think it is one of 
the mest up-to-date papers in America. 
It reminds us of many things we might 
otherwise forget or.neglect. I enjoy the 
free, full life of the farm, and I love 
animals and birds. Some boys like trap- 
ping, but there are not many fur-bearin 
animals about here, owing to the use 
steel wose. I consider it cruel to use 
traps, hope there will be a law made 

ibiting their use ; also a law protect- 
Ing ani that catch insects, for these 
are friends to the farmer and his family. 
Possibly those who use the do not 
realize how their victims suffer in awful 
agony. Epwarp F. Keim, Indiana. 


Dear Eprtor : Don’t we American boys 
have a lot to think of and be thankful for ! 
I was led to this frame 
of mind by a Polish 
boy who came along 
recently, wanting 


ALWAYS A MAGNET— BASE- 
BALL IN THE SPRING 


work. When asked if he knew there was 
a war devastating his home land, 
he that he did and that he came to 
America to avoid being foreed to go to 
war to an 





enlistment of four years. 
if he pe where his father 





and fears, are being lived! Do you ever 
think about these things? .Do you ever 
think how heartbreaking it would be if 
your father or brother had to leave the 


On this page are advertisements of roofing, land, engines, 
carp supplies, agents, patents and applianees. 


ADVERTISEMENTS 


When you write an advertiser tell him you saw his 
card in Farm Journal. It is to your interest todo so. 




















FTER sixteen years of experience 
: a the weather-resisting quali- 
ties 


NEPONSET 


Paroid Roofing 


we're convineed, more than ever, that it is 
the most economical roofing you can buy. 
Ask us to prove this to you before 
you buy any more A 
“Repairing and Building” sent free. 
BIRD & SON (Est. 1795) 
5 Neponset Street, East Walpole, Mass. 


















LAND of the SOUTH 


ALONG THE 
‘ATLANTIC COAST. 
LINE RAILROAD 


. VIRGINIA,NorthandSouth CAROLINA § 
GEORGIA, ALABAMA and FLORIDA 


Why not move to the 
NATION'S GARDEN SPOT? 
Information and descriptive literature free. 
G.A.Cardwell, Desk . Wiles Bros. Desk A 


Altiris | seats 





















Wilmington, N.C. 
ELLIS 


ENGINES - 
Foronly © coms S you can un an Ellis Engineer 
run an nefor 
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tions. Send stamp. Sinclair, Box 244, D-34, Les Angeles, Cal. 





PATENTS 77.737 tC C220 yi 


| Tells what to invent and where to sell it. Write today. 


| H. S. HILL, 903 MeLachien Bidg., Washington, 0. C. 


YOU can EARN an AUTO 











hot aaa 
ebraxd now Pord Touring Car for all 


able work among neighbors. Free 


it. Send, AUTO TOM, 616 8. 16th Bt., 


years old can get 
ttle cant respect- 
Book Cells all about It. 














Do Away 


With theTruss | 


New appliance invented guaranteed to 
retain rupture comfortably at all times. 


Sent on Trial 


It is a well-known fact that while great 


improvements have been made in almost | 
every conceivable thing to lessen the | 
burdens of afflicted mankind everywhere, | 


and to make the sufferer more comfort- 


able, the undisputed fact still remains | 
that ruptured men who are not only dis- | 


qualified for work, but are also suffering 
untold misery and are at each moment 
in danger of death, have been absolutely 


compelled to wear the same old, ungainly, 


| eum me, torturous trusses that their 
| forefathers used in the Dark Ages. 


The pad or device that is applied to the 
rupture is the all-important feature of any 
mechanical ent fer retaining rup- 
ture. Nearly all the trusses of today consist 
of a pad of wood, hard rubber, or felt attached 
to a band of steel or cloth with great pads on 
the back which necessarily press upon and 


| often disease parts of the body that before 
| were in a perfectly healthy condition. 





The Inventor of the Rupture Appliance 





i 
: 
3 a 
i 
. 
& 
§ 
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i 
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ree 
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advance, 


| 


' Farther information regarding 
ne 


B 


catalogue sent Free ia sealed envelope. =. 


‘Brooks Appliance Co. . 


1821 State St, Marshall, Mich. ° 
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‘Horie Und’ the loved ones; te go far Wwiy 
to be shot as and perhaps never to be seen 
any more? E. C. 


WHEN FATHER SHAVES 
BY GRAYDON GRAY 
When mother combs her hair each day, 
It takes her quite a while, it’s true. 


It has to be just such a way; 
But still she makes no great ado. 





But, oh, the fuss when father shaves! 
It makes a big household event; 

And we, his vassels and his slaves, 
Must aid the cause without comment. 


The program’s this when Sundays come: 
He reads the paper, say, till ten, 


And then he frowns and says: “Ho, hum, 


I s’pose I’ve got to shave again.”’ 


One runs to hunt his razor up, 

One fetches towels and shaving soap ; 
Another brings his brush and cup 

And his post-shaving facial dope. 


And then he reads again a while, 

And then the paper from him flings ; 
And, rising, says in injured style: 

“Well, did you get my shaving things ?” 


He seeks his room with little joy, 
And sets the mirror on the shelf. 
We speak nor move lest we annoy 
Poor dad and make him cut himself. 


He strops the razor long and well, 
And works the lather till it’s good. 
He gives a scrape and then a yell: a‘ 
“Who’s used this razor to cut wood ?’’ 


When presently he reappears, 
His features red and underdone, 

We feel like giving thrice three cheers, 
So —_ it’s o’er is every one. 


* 


SAVING ‘MONEY 





The other fellows call a boy a miser and | - 


all that sort of thing if he doesn’t spend | 
his money for things just as they do. 
Young chaps, whose fathers and mothers 
are working hard to make ends meet, will 
throw away every- penny they can get if 


by so doing they can ‘‘keep up’’ with their | 


chums. 


Which is right, to fling the money, lest | 
we be made fun of, or to use it carefully 


for things that are ‘really needed ? 
Every boy when he honestly thinks it 
over knows what the answer ought to be. 


Away from the other fellows he will say | 


it, too. 

But, boys, have you ever thought that 
it would be a help to your companions if 
were to say, fairly and squarely: ‘‘I 

aven’t the money for this. I can get 
along without it. I am trying to get a 
bit of money ahead’’; and then tell them, 
if it is a thing they ought to know, what 
it is you are saving for. 

How would it help? They would be 
inclined to think it over themselves and 
see if it would not be better to save their , 
own money. They would admire you for | 
your manly stand. 


ane eg page are Seetoenente of automobiles, printing 
Rg nade pr brass band i Sea 
Scotnrepix cles and sehools. 


ADVERTISEMENTS 


When you write an advertiser tell him you saw his 
card in Farm Journal, Jt is to your interest to do so. 























































fertueae 
payments if desired. Write for catalog 77 
TYPEWRITER EMPORIUM, 34-36 W. Lake St., Chicago 








: "9 
mene COLLAR 
ae 


El ectrically 
Lighted! 


le eaddle— 


fe 










State size on 
want collar 


Dept. D, 


9 Bargains in Band Instruments 


Used Cornets $7; Used Trombones $8. 




















offer. No obligations. Don’t ; 
Arrow Cycle Co., Dept; 3515 California & 19th St., 


GET A BETTER 
PLACE 


Uncie Sam ia Gest Employer 


-Pay is high and sure; hours short; 
places permanent; promotion 
regular; vacat ASD TE. Sg every 
thousands. - of 
year; all kinds of f pleasant “york 


needed; onmmon eatcation Ra 


THIS BOOK. n° is 
300,000 B 

ed positions in the U. 8. Gov- 

pumas’ Service, where there: . 

big chance for yon — if you 

want it—with sure and generous > 

and lifetime employment. 

Fey open to American citizens 

woe ae over. 

oaere back guerantee 

Booklet | 


wee it Ir 1s FREE. 


EARL HOPKINS, WASHINGTON, D.¢. 





















SHAW MANUFACTURING co. 
Dept. 63 Galesburg, Kansas. 


a Don’t Be Hard ard Up nn ole, vey 





























Your Choice of Ninely-Four (94) Styles, 2222s 





hown in full color 
in our 915 ap, There. ee, (83) fami vga i shown at prices 
raewing t70 fees et) = 611,76, 818-1 AL ? 
prion sande i rae AOTORY- DIRECT T0-RIDE oates iat tor OPED. site. ot 0 
write TODAY for the yo 1915 Catalogue of Ranges” 2 ¥ 
prices 80 low they will astonish Also, full or eion vaatkccuat 





ie tr choice of any of the 94 kinds a RANG R” 
NE MO H’S E TRIAL. This wonderful offer is absolutel 


one criticises your if mathe most popular, largest selling Bicycle in the country. 
aeres Wheels with Coaster-Brakes, Inner Tubes, Bleetric Light- 
Tutte cud Coustinaling Gls ie refit ae Bicyae cavip 
ina ers for re r 
ape Ui UAL PR PRICES. Our new Catalogue is the largest ever (seed 


if you do not need a new Bleycle now, oF Repair Parts, Tires, etc., for your 
oeoos peel tag sate hapa yoo you do buy. 

















ission on bn pagent sown 
Serfatied ts ble us to sell “quality” fy" Bleelen at t prices below all 
f fearlny eaie Our big, new 1915 Catalogue also gives large space 
to these lines at Fa dada Thousands of our “Bicycle” custom a generation bu. 
their “Auto” of us, because they know “Mead” quality end 4 prices are always right, ee 
Do not delay. A postal nF ptt TI sod eae ee ga cata- 
until you get Lend our ssonderfl new con she big 


nurs $e 7OBAE, 
MEAD CYCLE CO., Dept. P-48, CHICAGO, ILLINOIS 
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OUR YOUNG FOLKS 


PLL LLL LLP PPP PP PP PPP 


The swallow is a mason, 
And underneath the eaves 

He builds a nest and plasters it 
With mud and hay and leaves. 


What is bought by the yard and worn 
by the foot? A carpet. 


Why is a dirty child like flannel? Be- 
cause he shrinks from washing. 


something behind Uncle 
Jim’s back right before his face,’’ said 
Anna ; ‘‘for Uncle Jim is deaf.’’ 


Little Elmer had been for a week the 
owner of a t. ‘‘How do you like your 
new pet, Elmer?’’ asked his uncle. ‘‘I 
don’t like him at all,’’ Elmer replied 
quickly. ‘‘Why not? 2”" ‘‘He—he does 
too much kicking with his head.’’ 


or 


YOUNG FOLKS’ SKETCH CLUB 


Object: To Train the Eyes and Hands 
of Our Children. To Join: Senda 
Sketch of the Month’s Special Subject 


DEAR MEMBERS: Every kind of a gate 
was represented in our March contest. 
New, old, wooden, 
iron,ete. The prizes 
were awarded as 
follows: ee Ben 
agape, es arty 
Harr aden 
thir Ge! EE 
Jedlik. Honorable 
mention: Florence 
J. Thomas, David 
B. Harris and Wil- 
bur Brown. 

We want ail our 
members to study 
the dg i tai 
of the prize-winning drawin The spe- 
cial subject for May is ‘‘A pring Flow- 
ef,"’ or “A 
Plant.”’ The 
drawing must 
be made in 
lead-pencil 
from the ob- 
ject, be at 

east four 
inches high, 








ery 


*“*You can sa 





Prize Drawing “ Peter 
Tumbledown’s Gate,” 
by Ben Wohklberg, Mis- 


sOUrt 
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V.. Acrostic : 
A flowing cloak; a name you toot: 
Beneath them a strap and a reel now set; 
A kind of shrub; a parapet; 
The Scotch may wear this sort of gown. 
Initials letters spell a town, 
Finals, a country of renown. 
Ohio. TEM. 
ANSWERS TO MARCH PUZZLES 
I. You ought to see my Overland. II. Scorn. 
Hil. Inky, kink, or minx. IV. Galatea. V. Tab- 
let, battle ; finger, fringe. 
Prize Orrers: For April, May and June we 
will run another three months’ contest, with 


May, 1915, 


thes, prizes: $3, $2,, si. and six prizes of twen- 
-five cents ‘each. answers each’ month. 
ly welcome. yo tems Aunt Clara, rit 

itor Brain Bothers, Hawley, Minn. 





NATURE STUDY 


A tree could not live long without its 
leaves because it is in them poor its ae 
is digested before it is ready to be 
into the life-blood that howe down aoe 
all parts of the tree and feeds the growing 
cells. The life of trees is in the green 
layer which is under the bark of the trunk 
and older twigs and which shows on the 
surface of green young shoots. Through 








book. 
racy and dependability mean. 


words it describes 
Safety Automatic Revolver. 


features explained, 


IVER JOHNSON 


The Boy in you says, “Get the Book” 


It’s a pretty tame man that wouldn’t 
enjoy reading and owning. this 84-page 
It tells what quality means in a 
revolver, what safety means, what accu- 
In other 
the Iver Johnson 


The Iver Johnson ‘‘ Champion ”’ 
Barreled Shotgun and our new Double 
Gun are shown and their many good 


After reading the chapters on bicy- 


Single 


cles, you will understand why most 
racing men ride the Iver Johnson, and 
why our bicycles have held front 
rank since bicycles were invented. 

You will be impressed with the talk on the Iver 
Johnson Motorcycle. It tells of a masterpiece of engi- 
neering. It is our belief that no better motorcycle 
will ever be built. Slight changes may be made, but 
basicly the Iver Johnson Motorcycle is perfect. 


Send for this Big Book— 
it is free 


and should 
reach us by 
May 8th. One 
fifty-cent and 
two twenty- 
five-cent 
prizes will be 
awarded. We 

that all our Sketch Club members 
belong to The Liberty Bell Bird Club. 
Art and bird protection should go hand in 
hand. Address, Young Folks’Sketch Club, 
FARM JOURNAL, Washington Square, 
Philadelphia, Pa. 


Sketches by Our Club Members: 
1. Harry Tjaden. 2. Florence 
J. Thomas. 8. Elizabeth Jed- 
lik. 4. David B. Harris 





BRAIN BOTHERS 
I. Syncopation : 
Prize me, ye of wealth bereft! 
Subtract one, your own is left. 
New Jersey, GRACE MORTON. 


Il. Charade : 
My Whole is hard to bear, 
And makes One Two, 
And is like, if you care, 
Tie doloreaux. 
Florida. 


Ill. Sigh for a Cy: 

Deceptive is a *****cy, and *****cy retires: 

***cy is fragrant, while to mercy ******cy 
aspires : 

But everyone, both young and old, much 
eeeeetcy desires. 

Pennsylvania. 

IV. Addition : 
To a bovine product a pest you add, 
And a beautiful insect may be had. 

Texas. ELS. A. E. 


IVER JOHNSON’S ARMS & CYCLE WORKS 
163 River St., Fitchburg, Mass. 
99 Chambers St., New York 717 Market St., San Francisco 
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this the sap rises from‘ the roots, uiitil it 
finally reaches the leaves ; but it needs to 
be changed before it can be useful to the 
tree as food, and it is in the leaves that 
the needed change takes place, for the 
tree receives its food from the air as well 


as the soil. ae little pores in the 
under side of the leaves air passes in, 
and with it gases that the tree needs for 
food, and that combine with the sap 


brought up from the soil. 

The soft green leaf pulp, which is the 
green juice we see when a leaf is bruised, 
can not well do its work of making the 
tree food unless the sun is shining on it, 


psi SAAS 


and that is why in a forest we see com- | 


aratively few leaves on the lower limbs | 
se | The report. that.a war tax is to be placed on Home- 


uta’ green roof overhead, where allithe 
leaves. are trying to et to the sun. On a 
bright day every leaf is making starch and 
sending it through the —— us food. 


FOR THE YOUTHFUL ORATORS : 
To Learn_and Recite at School 


“AS YOU WOULD BE DONE BY 
BY J. EVELYN 
Speak well of the chap on the ladder of life 
“Who is up on the rang above ; 


And the fellow that’s slipping slowly down, 
‘Don’ t send farther down with a shove. 


Just reach.out,a hand to this chap below, 
Who is almost ready to drop; 

Inspire him with courage to climb with you 
To the ever roomy top. 





There’s a world of help in a glad hand-grip; 
You know you would like it, too, 

If a kindly grasp from the chap above 
Should helpfully reach to you. 


But if he should never happen to think- 
Of the cheer you would like, you know, 
You can say the word you are hungry for, 

To the chap on the rung below. 


see 


“WHAT’S THE MATTER” SKETCHES 


The missing features in the March sub- 
ject were the blade and 
end of handle. An un- 
usual number of good 
sketches were receiv- 
ed. “The prize was 
awarded -t o Cuthbert 
Reynolds. - Honorable 
mention, Ben Wohlberg. 
Now study the new 
subject. hat’s the 
matter with it ? Twen- 
ty-five cents will be 
awarded to the mem- 
ber of the Sketch Club 
sending in the best cor- 
rected copy, enlarged 
to four inches high. 
In making the co 
please shade with a 
soft pencil.: Many of 
the sketches received 
are so faint they could 
not be reproduced. 
ae by May sth ust wae 
us by rite 
your namé on, the back 
of the sketeh. Ad- 
dress, Young: Folks’ 3 
Sketch. Club, Farm 
JOURNAL, Wailinigecs sauces Phila., Pa. 














Prize “ What's the 
Matter” Sketch by 
Cuthbert Reynolds, 
New Jersey 








AN ELEPHANT NURSE 


It is not uneommon. in. India for -chil- 
dren ofthe mahout (the keeper of the 


elephant) tobe eared for by his elephants, 


Sometimes a mother puts her baby within 
reach of the trunk of one while she goes 
to fetch wood or water. No wolf or jackal 
would dare to carry off a child - ‘thus pro- | 
tected. Sometimes alittle native boy oe 







two feet h stands on an_elephai 
bare back taking it down to the yates 
bathe. On arriving, the elephant, as 


obedience to fo the child’s 





r 





down and hie Body, like” leaving just a 
portion of his like a small island, 
on which the child stands shouting as 
if the ele a did not know how to bathe 
without If he nok ane to slip off 
into the water, the elephant’s trunk re- 
places him in safety. 





On this page are advertisements of land and Sere. 


BEET ADVERTISEMENTS tte 











owns 
When you write an advertiser tell him you saw his 
card in Farm Journal. It is is to your interest to do so. 


Official 2 Denial 


NO WAR TAX on HOMESTEAD LAND in CANADA 








stead lands in Western Canada having been given 
considerable circulation in the States. this is to.ad- 
‘vise_all enquirers that no such tax has been placed, 
and there is no intention to place a war tax of any 
nature on such lands. 

tgned) w. dD, SCOTT, 


: (s . 
Ottawa, Can., Mar. 15, 1916. Supt. of Immigration 





Where Opportunity — 
Knocks Every Day 


‘* Where Opportunity Knocks Twice ”’ is an interesting 
book on California, published recently by a well-known 
author. It tells the remarkable results in that great state, 
and the San Joaquin Valley in particular, Facts and figures 
are given, proving that in this great valley opportunity not 
only knocks twiee, but every day in the year. 

the impression prevails that the opportuni- 
Pi me Sey San a Valnst ane only for those bese of abun. 
dant means. The contrary, ever, is true, for the most 
successful inn are those who begsa with modest —- 


opportunities. ‘await you, es the Gan Jom rain Valley alwep 
oO es aw! |, as ulin 2. wa 
- li to those who pequin ~f ‘always 


aa out of its a soils. This eee has 
made possible the automobile, + aad, pions o— it, 
the same pleasures enjoyed by the ** idle rich.”’ 
Jn the winter you are not snow bound and confronted 
with impassable roads. 
are within reach of the man with average means. 
Values are lower than in many sections less inviting. 
The opportunities are worth investigating. Send for our 
descriptive folders. They are free. 


Cc. L. SEAGRAVES, Gen’! Colonization Agent, 
A., T: & S. F. Ry., 2250 Railway Exchange, Chicago. 








N eighborizing the Farmer 


One of the most significant facts 
of our telephone progress is. that 
one-fourth of the 9,000,000 tele- 
phones in the Bell System are rural. 


In the days when the telephone 
was merely a “city convenience” 
the farms of the country were so 
many separated units, far removed 
from the centers of population, 
and isolated by distance and 
of facilities for communication. 


But, as the telephone reached 
out beyond cities and towns, it 
completely transformed farm life. 
It created new rural neighborhoods 
here, there and everywhere. 


Stretching to the farthest corners 
of the states, it brought the remot- 
est villages-and isolated places 
into direct contact with the larger 
‘communities, 


Today, the American farmer en- 
joys the same facilities for instant, 







~ One Policy — 


direct communication as the city 
dweller. Though distances be- 
tween farms are reckoned in miles 
as the crow flies, the telephone 
brings every one as close as next 
door. Though it be half a day’s 
journey to the village, the farmer 
is but a telephone call away. 


Aside from its neighborhood 
value, the telephone keeps the 
farmer in touch with the city and 
abreast of the times. 


The Bell System has always rec- 
ognized rural telephone develop- 
ment as an essential factor of 
Universal Service. It has co-op- 
erated with the farmer to achieve 
this aim. 

The result is that the Bell System 
reaches more places than there are 
post offices and includes as many 
rural telephones as there are tele- 
phones of all kinds in Great Britain, 
France and Germany combined. 


: “AMERICAN. TELEPHONE AND TELEGRAPH COMPANY 
AND ASSOCIATED COMPANIES 


Universal Service 
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While flowers bloom and gay birds sing, 
And skies are blue in heaven's great 
dome, 
May lingers with her voice of spring, 
The while she makes with us her home. 
With sounds of gladness and of mirth 
She fills the busy world with cheer ; 
Let happiness surround the earth, 
For May-time comes but once a year! 


‘*Slick’’ dealings with other farmers 
soon leave rents in 4 reputation that can 
seldom be mended. 


No man ever broke his adding-machine 
counting up his blessings. It is the other 
things t most of us worry about. 


Some folks are such strong advocates 
of peace that they won’t even fight weeds. 
Grandma says such folks are just plain 
lazy. Wonder if she isn’t about half right ? 


The second annual conference of the 
Women’s National Agricultural and Hor- 
ticultural Association will take place in 
the Museum Building, Bronx Botanical 
Garden, New York city, May 7th. Miss 
Hilda Loines, 3 Pierrepont Place, Brook- 
lyn, N. Y., is chairman. 


For what purpose was man created but 
to ‘‘ till the ground’’? Come then, let us 
hie to our planting and sowing, or we 
shall have no ae ee ing. Keep 
the earth loose in the garden. Cabbages 
should be hoed every other morning. 
Don’t lie in bed too long, nor drink sling 
in the morning.— From Old Farmers 
Almanac. 


A million-dollar rain came down 


The little onions held their breath— 
It was so strong they choked to death. 
Hot tears came to the ‘taters’ eyes— 
"Twas such a welcome, glad surprise. 
ALVIN M. HENDEE. 


‘*Reckon not your chickens before they 
are hatched ’’—that is to say, be not too 
as yr the enjoymentof those thin 
which are still afar off. Wait patiently 
until your watermelon is ripe before you 
eat it. But stop! we have not planted it 
yet, perhaps—spur up, spur up, toys ! the 
garden must not be neglected. Now turn 
out your early calves to grass. Do not 
forget to give your cattle salt when they 
first. go to grass. It is a fine month for 
business, and we must be as engaged as a 
hen and her chiekens.— From Farm- 
ers’ Almanac. 


On account of the possibility of infec- 
tion with powdery scab, the United States 
Department of Agriculture is now recom- 
mending all potato growers to 
treat their seed potatoes with sul- 

r. Recent tests 
justify the Depart- 
ment’s scientists in 
recommending a thor- 
ough dusting with 
flowers of sulphur 
after the potatoes 
. _ have been cut, as a 
precaution nst the disease ; but the 
treatment is by no means intended to take 
the of formaldehyde as a general 
disinfectant. The Department advises the 
use of both formaldehyde and sulphur. 


One thing is sure : It is a crime to leave 
Paris green or any of the other Zz 
poisons around within reach of little ps 
that don’t know what it will do; or where 
horses or cattle can get it. Rig up a box 





SWAT THE FLY! 
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against the side of the wall out of. reach, 
and keep these dangerous things in it. 
Make it safer by putting a padlock on it; 
and if you have to climb up to it witha 
ladder, better do it than to be sorry as 
long as you live that you made the mis- 
take of leaving deadly poison where some- 
body could get it. 


The issue is now joined whether or not 
the women of the four states, Massachu- 
setts, New York, Pennsylvania and New 
Jersey shall be enfranchised. The vote 
is to be taken in New Jersey in Septem- 
ber, in the other three states in Novem- 
ber. It is going to be a hot fight in all 
of these states. Opposition will largely 
come from the liquor interests, since it is 
believed that if women have the ballot, 
John Barleycorn will have to get out and 
go where he is wanted. We desire to 
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know how Our Folks. stand on. the ques- 
tion, whether or not they are in favor of 
Fair Play for women. Any bum with 2 
tax cece paid for by the ‘‘ party ”’ can 
vote. hy not our mothers, wives and 
daughters? Let’s have a postal card vote 
on the question. Where do you stand? 
We will publish the result but give no 
names of voters. 


Operating a heavy binder over the soft 
soil of grain fields is a horse-killing job. 
But add a light gasoline engine to the 
outfit,—presto !—the horses are relieved 
of nearly half-their former work. Be- 
fore, they had to pull the binder and also 
supply the power to operate the mechan- 
ism ; now the engine operates the binder, 
and the horses merely pull it along. 
Therefore, binder engines are finding 
favor among up-to-date farmers. 








PATENT YOUR INVENTION—#10,000 Offered for 
Inventions Wanted. MILO B. STEVENS &CO., 
650 F STREET, WASHINGTON, BD. €. Established 1864. 




















Big Savings on 
Auto Supplies 
You Join the “ Pr 


Every automobile owner can save a 
lot of money on supplies and secure 


protection against theft by joining the 


Motorists Security Alliance 
Protection, Saving, Legal Aid, Insurance 
Everything, from spark plugs to 


supplied to our members at a sub- 
stantial saving in —— time 





Agents 
Wanted 











The M.S: A., Dept. 15, 327 So. La Salle St., Chicago 
Please send the official ‘M.S. A. Book.” Lown 
a car, Year model 191. 








Name 


Address 














At Reck Bottom Prices. Write 
for Bargain Bulletin, a 
° Beavertown, Pa. 


26, 

Thief 
Does more damage and 
causes greater losses 
every year in foods and 


property than an 
army. Fight him. 





AUTOMOBILE 
AUTO CO., Rebui 














3 wit wive out the . 
. They can’t resis 
it. After eating Rat Corn kills tad mummifies with 
out odors. Harmiess to human beings. 
Booklet in each can “‘ How to Destroy Rats "’ 
All Seed, Hardware, Drug and General Stores. 
25c, 50c, $1.00. 6-Ib. pail, $5.00. 
BOTANICAL MFG, CO., 318 Race St., Philadelphia, 


This New 
| etelesae 


W orks 











Perfectly 
Upside 
Down! 





Then, too, this is absolutely the safest 

and most con lantern you ever 

saw—can’t explode—uses no in 

oil. Can’t set fire to hay or straw—has no 
i instantly without matches. 


Yes, Sirhat last a real Electric Lan A 

uous burning electric light in portable form= 

esr corern boubotantins . atoy 
lantern, 


steel 
Ppl ie leer 
essary can be a new battery, 
The light is instantly switched on os off by 
simply the handle up or down. 
om FEDERAL 
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FAMILY DOCTOR P-) 


BY F. W. ST. JOHN, M. D, 





[Medical inquiries from Our Folks may be submitted 
and will be answered in the paper, each in its turn, 
tf of interest to the general reader ; but there will be 
so many questions that printed answers may be long 
delayed. Those who want an immediate reply by mail 
should remit one dollar, addressed “Family Doctor 
Department,” this office.] Dr. F. W. St. Jounn. 


HE following is abstracted from an 
address by Dr. J. N. Hurty, State 
Commissioner of Health of Ken- 

tucky. As is well-known, Kentucky is 
the state which has for peer J years been 
supposed to produce ‘‘good’’ whiskey : 
‘*] shall not consider the dietetics of 
alcohol, for it is not a food in any sense, 
and has no true dietetic standing. I shall 
not consider the stimulant action of alco- 
hol, for it is not a stimulant, it is only a 
sedative. I shall not consider the thera- 

tics of alcohol, for it has none... . 

here is no health in alcohol. On the con- 
trary it is an agent of physical and moral 
ill-health. . ... Itinno degree, in no man- 
ner, aids digestion. . . . If it is accepted 
that alcohol should be absolutely con- 
demned as a beverage, and ys § ngly, 
even reluctantly, as a medicine, it is plain 
that the doctor as the representative of 
medical science has a fearful gnty. to z per 
form... ¢).\If;alcohol:is not to lled 
by the science of medicine it will con- 
tinue its destructive course, for there is 
no other Hercules to dispatch it... . I 
would be a rank pessimist and unworthy, 
if I did not believe sufficiently in mankind 
to hope that the time is not far distant 
when we shall know the unreason of alco- 
hol and then put it away.”’ 

Physicians of repute are using less and 
less .alcohol in practise, and it is to be 
hoped that the time will arrive in the not 
too far distant future when, except as a 
menstruum, alcohol shall have no place in 
medicine and at no time have any place as 
a beverage, 

FOOT NOTES 


Mrs. C. T., Toronto, Ont.: This condi- 
tion of loss of sensation in various parts 
is altogether too serious a matter about 
which to give advice without, a thorough 
examination. Go to a.nerve specialist and 
be examined. 


N. H., Winfield, Kans.: The trouble 
you refer toas ‘‘catarrhal cancer’’ is prob- 
ably something more than ‘‘ catarrhal.’’ 
The case is one which should be treated 
only by a physician-surgeon who can see 
you personally. 


I receive so many letters with a request 
to answer by return mail, from those who 
do not enclose $1, that I wish to call the 
attention” of subscribers to the notice 
printed at the head of this column. It is 
manifestly unfair to give one a personal 
answer and then not to do the same for 
another. If a personal reply is expected, 
please enclose $1. 


P. R. E., Seaford, Del.: I can not tell 
what is the cause of your swollen lips. 
As to the advisability of 

etting a whole set of 
alse teeth, it depends 
A entirely upon the tion 
of teeth you now have. 


opmentof themouth having 
been reached, it matters 
little, as other sets could 
THAT TIRED SPRING FEELING. 


MRS. CLARA CLOCK: “I NEED A 
TOSIO—I'M ALL-RUN-DOWN!” 





_ H. K., Clackamos, Ore.: The kind of 
indigestion which afflicts you would be 
impossible to diagnose without more defi- 


nite know . Ina general way, how- 
ever, the i be of some bene- 
fit: Get fifty tablets “Gastric Dyspepsia,” 





So far as the full devel- 





Richard’s formula, and take one or two 
after eating; the dose being regulated 
by condition of the bowels. 

Miss N. R., Mibesgats <6 Conn.: For the 
oiliness of the scalp with falling hair, you 


ELASTIC STOCKINGS 


We have all kinds of appliances for deformities or weak- 
ness of body or limb. 


by Parscan ELAVELL’S eu SratGns'ss 





might try the following: Resorcin, one and 
a half drams; glycerine, one dram; bay 
rum, enough to make four fluid ounces. 
If the hair is gray or very light in color, 
care must be taken that the lotion does 
not give the hair a ‘‘dingy ’’’ shade. Itis 
well to shampoo the scalp once a week 
with some good tar soap and apply the 
lotion daily, rubbing it in well at each 
application. 


Price $3.15 
Mrs. J. A., Athenia, N. J.: ‘‘Skipping | Postage 





Men’s Farm Shoes 


From Factory to Wearer 
Heavy soft pliable, never 
tongue, U. 5. army Yast, a 

Se oe 








beats ’’ is one of the things that the heart 
does from various causes. The real cause 
is sometimes hard to determine. Bluing 
of the finger tips means some disturbance 
of the circulation. I could not advise a 
remedy for a condition of the heart where 
I do not know the cause. In general you 
should avoid anything in the way of work 
or worry that i cath the trouble, 
and depend upon the advice of your local 
physician for other treatment. 





On this are advertisements of stockings, linim 
ranges and shoes. ee Tt 








ADVERTISEMENTS 


When you write an advertiser tel him you saw his 














card in Farm Journal. li is to your interest to do so, 





stiff jomts. 


ay 





It is a powerful germicide and liniment—heal- 
ing, cooling, soothing, restful... It means prompt 
relief from aches and pains, cuts and bruises. 
Made of pure herbs—perfectly safe. 

Use Absorbine, Jr. wherever a high-grade lini- 
ment or germicide is indicated—for instance 
@ To reduce inflammatory conditions—sprains, 
wrenches,. painful, swollen veins or glands. 


@ To reduce: bursal enlargements and _infiltra- 
tions—wens, weeping sinews. Absorbine, Jr. is 
a discutient and resolvent. 


‘ prompt and permanent. 


or 20% solution of Absorbine, Jr. is healing and 

soothing and will destroy bacteria. 

@ To heal cuts, bruises, lacerations, sores, ulcers. 
Absorbine, Jr. is concentrated, requiring only a 

few drops at an application and retaining its germi- 


A Liberal Trial Bottle 





_ Spring Work and. House- 
cleaning bring aching mus- 
cles, strained ligaments and. 
Avoid them all | 


@ To allay pain anywhere—its anodyne effect is 


@ To spray the throat if sore or infected—a 10% © 


will be sent to your address upon receipt of 10e, in stamps. 
for trial bottle or procure regular size from your druggist to-day. 


W. F. Young, P.D.F.,93 Temple Street, Springfield, Mass. 


WP Just write your name and address on the margin below. 
Tear off and send with ten cents. The sample is well worth the money. 





























Absorbine, the successful lin 
Sor four-legged farm folke. . 


cidal powers even when diluted one part Absorbine, Jr. to 100 parts water. 


Absorbine, Jr. is sold by leading druggists $1.00 and 
$2.00 per bottle or sent prepaid upon receipt of price. 


Send 
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bea ODD MENTION 


It is easy enough to mortgage a house to 
buy an automobile, but just try mortgag- 
ing an automobile to buy a house. 

Cheer up ! 

Conscience does its best work when we 
are alone. 


A clip in time saves nine when hoeing in 
the garden. 


Blessed be work and thrice blest the 
man who loves his job. 


Look the mower over and see that it is 
ready to hitch on to. 


We all appreciate a kind word; so do 
the cows and even the old dog. 


Read each and every advertisement in 
this paper. “Twill pay you well. to doit. 
All our advertisers act on the square. 


Every year we hear or see something 
about the “‘best’’ corn plates. A tight 
shoe comes pretty near filling the bill. _ 


This is the time of the year when every 
bit of the pork in the barrel should be 
covered with brine. Spoils quickly if it 
isn’t. 

When you feel a — thought stirring 
around in your mind, give it ret erg to 

et out. at will make somebody really 

SPpy. Pent up, it never will do anybody 
good. 





It does not matter so much how many 
kernels you plant in a hill as it does what 
kind of kernels they are. The vitality, 


the zip, the “‘ get there ’’ quality, is what 
counts most. 

Before you set the boy to carping the 
grindstone in the morning, look see 
if it is fons to make him late at school. 


It is right and fair to shape your business 
to his in this respect. . 

Are you a ather? Then don’t 
roe like to have folks say how much the 
ittle chap looks and acts like you? But 
see to it that you are a man worthy to 
have such a dear little fellow follow in 
your footsteps. 


Suppose we set our foot to-day on’ some 
habit that we know is not right. It isn’t 
such a very big one, the way we look at 
it—you and I never do have any really 
bad habits, to let us tell it ; but whether 
it is big or little, let’s down it, right now! 


You can not do a job of cultivating 
with a spike-tooth harrow that has been 
used till the teeth are all worn and 
blunted. Knock them out and have the 
blacksmith sharpen them. Then you can 
mellow up the earth till it is like an old 
ash-heap. 


- Encourage the boys and girls to talk 
over all kinds of important subjects with 
you. Give them books, papers and maga- 
zines of the better class, and then all by 

ourselves have a little debate on some 
ive topic. It will be worth everything to 
you all, now and hereafter. 


All farmers agree that the un- 
trained dog has no business in the pasture 
field. It makes stock uneasy to be un- 
necessarily chased and worried by a fool 
dog. «It means more money in the farm- 
er’s pocket to have stock contented and 
at peace with themselves and the world. 


Winter onions should now be large 
enough for bunching. They should 
marketed before the better es of 
onions come in. Onion sets should be 
planted early this month. Prizetaker 
plants started in hotbeds should not be 
set in the field until the soil is warm and 
danger of frost is over. 

r pe The Liberty Bell Bird Club and 

e ong our great campaign to save 
our fenthered friends. More t hon 410,000 
members already. We must have our half 


million before the year is out. Thirteen | 
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thousand schools are engaged in bird study 
through The Liberty Bell Bird Club. 


In their observation of bird flights air- 
men think that the birds may be guided 
by air currents ‘which hold to a certain 
course. Possibly when they reach these 
highways of the heavens they are sus- 
tained in their long flight and directed in 
their course by these steadily flowing cur- 
rents, vig bed them surely to their des- 
tination. The survey of these paths may 
reveal many mysteries. It is certainly a 
pleasant field of thought. M. M. G. 


: Where ponds are the farmer’s depend- 
ence for water for stock, they never should 
be left without a fence about them. Open 
ponds surely mean foul water, for the 
stock will invariably wade out in them to 
drink, and rarely leave before they have 
left.dro pings behind them. Fence the 
ponds off indmills will take the water 
out to a trough. Or ‘where the ponds 
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‘are artificial’ perhaps the water may ‘be 


drawn out into a trough through a pipe, 
by gravity. 

‘* We have a device in our home,’’ writes 
F.S. P., ‘‘to overcome the tramping up 
and down cellar stairs for every tumbler 
of jelly or jar of 
preserves we might 
need in a hurry. 
Itis adumb-waiter 
built right in my 
pantry floor, and 
it goes down into 
thecellar. Itis six- 
teen inches square on top with five shelves 
in it, like the sketch. The weights should 
be of the. proper size to make it slide up 
and down easily. The handle was an old 
scrubbing brush.’’ Not a bad idea for that 
Experimental Farm some day. Thanks. 


Cellar 











Producing the Proof in Quality and Price | 


Here they are—the “extras” in Firestone Tires that 


‘cost you nothing extra. 





Examine the section—note the piled-in values. 


And you need 


this extra fabric: you need this cushion stock—there isn’t any 
in the average tire : why do without it when the cost is the same 
for Firestones as for ordinary tires? 
The reason for these extras is in Firestone snag age efficiency. Firestones 





are made in the largest, exclusive tire plant in America.and nobod 


y can 


equal Firestone in economy of distribution as well as manufacture. All 
these production-economies save you money. 


Examine the section—remember that you get the same relative degree of 


thileage no matter what size you buy. 


Your dealer has Firestones or can get them easily. 


Fig. 1. 4 plies of fabric in Fire- W 
stone—3 plies in the ordinary. 
Fig. 2. Extra coating of finest rub- 
ber between fabric layers in Firestone 


—not in the ordinary. 
Fig. 3. 


Fig. 4. 


quantity in the ordinary. 


Fig. 5. 4 inch tread, tough, 
resilient, in Firestone— 
3-16 in. in the ordinary. 


Fig. 6. 1-16 inch 
side wall of 
strongest 4% 
ea». rubber in é; 
aie Firestone 
SS —same 
quantity in the ordinary. 
Fig. 7. hag of Fra. cohesive 
in the — Firestone—same 
rg in others. 
Yet you pay. only $9.40 for this 30x3 
Firestone—less than 5% more than 
four widely advertised makes. 


a 


1-16 inch finest rubber cushion 
layer in Firestone—not in the ordinary. 


1-16 inch breaker strip of 
- high-grade fabric and high-grade 
rubber in Firestone—same 


“hi 
f \ 





fires Tire & Rubber Co. 
AKRON, OHIO | 
Branches and Dealers Everywhere 


“‘America's Largest, 
Exclusive Tire and 
Rim Makers”’ 


Free 
Fires 
Offer 


Send us your deal- 
er’s name and the 
make of your tires 
and we will send 
you, free, a fine rub- 
berized tube bag. 
Keeps tubes in fine 
Uy condition. Write to- 

day. Ask also for 
book on Care and 
Repair of Tires No. 34. 


Firestc | Net Price List to Car-Ow 





-| $ 9.40 
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In City or Country 


Drives a Finer Car Than the HUDSON 


If you went to New York you would see on Fifth Avenue 
hundreds of IN cars. You would see in them women 
of fashion and men of wealth. 

If you went to Washington you would see in HUDSONS 
men of national repute. Many senators own them, one cabi- 
net member, and other well-known men. 

So wherever you go. You will find HUDSONS owned by 
leaders. And nowhere will you find a finer car, a handsomer 
car, or a car that men more respect. . . » tse 

Do you know what that means—to feel that your car is 
the class car? To know that.it, proves you discriminating? 
And do you know that a man.ashamed of. his car loses half 
the enjoyment of motoring? - , 


It’s More Than Pride 


Distinguished men, of course, like to own distinguished 
cars. But it is more than pride that leads big men to buy 
HUDSONS. These’men of wealth and position are usually 
experienced motorists. They have driven cars for years— 
cars of various makes.. They have learned in those years the 


_ need for quality cars.. They know that it pays to buy them. 


Note that under-grade cars are usually bought by new 
buyers. They are not bought by men who know. Men who 
have been through the mill insist on getting the best that 


can be built. | 
Suppose You Save $200 


Suppose you could save as much as $200 by getting a 
lower-grade Light Six. How long would it take you to lose 
that saving when parts began giving out? But the days you’d 
lose—days of pleasant driving—would mean more than the 
money. eens tape g 

An under-grade car may look well when you buy it. It 
may drive well for awhile. But the finish soon grows shabby. 
The skimping, weakness or mistakes.are bound to show in 
time. The second season is a costly time with a car.” 
Every old-time motorist knows this. That’s why’ they buy 
quality cars. 

A HUDSON, if you wear it out, will last years longer than 
a low-grade car. If you sell it later, it will bring a much 
higher price. 

So you save nothing at all when you sacrifice quality. And 
you lese content, lose pride of ownership, lose hall ie tet 
Pring. Any man whe has-had experience 
n oO it. 


' ‘for this car. 


The Day of Light Sixes 


The Light Six today is the standard, popular type. Few cars 
are sold above $1100 which are not of this up-to-date class. 

Every ambitious motorist has long wanted to own a Six. 
It means continuous power, flexibility, luxury of motion. But 
Sixes for years were - and ’ They were 
costly in tires and fuel. Only the few could own them. 

“The HUDSON wiped out those obstacles in creating this 

new-type Six. By better materials. and better designing it 
saved more than 1000 pounds. It cut tire cost and fuel cost 
in two. And it brought down the price until this new 
HUDSON —the ideal Light Six—costs but $1550. 


Why HUDSON is Best 


Nearly all the better makers have now come to Light Sixes. 
But the HUDSON still leads for these reasons. 

HUDSON is the original. It created the Light Six type. 
Our whole engineering corps, headed by Howard E. Coffin, 
has devoted four years to ¢ it. So the HUDSON 
today shows all the final refinements. It shows the Light 
Six as it will be. 

This is the only Light Six designed by Howard E. Coffin, 
who has led for years in motor car designing. 

And there are 12,000 HUDSON Light Sixes in use. In 
the past two: seasons these cars have been driven some 30 
million miles. So this is the proved-out car of this type. It 
is utterly certain that this car will develop no weakness or 
shortcoming. In a new-type car, so much lighter than old 
types, this is a very important matter. 


That’s why we urge you to see this new HUDSON. It’s a 
car you'll be ge of. Itis a finished production, and you 
know it is right. It gives you a valuewhich would be utterly 
ingectet without our enermous production. 

; ‘it now. _ Last spring thousands of men waited weeks 
This spring we have trebled our output, but 
there are sure to be delays if you wait. 

If you do not know the nearest HUDSON dealer, ask us 
for his name. 

7-Passenger Phaeton or 3-Passenger 
Roadster, $1550, f. 0. b. Detroit. 

The HUDSON Company never loses interest in the cars it 
sells. So long as a car is in service we maintain our interest 
in the character of its service. That’s one great reason for 
HUDSON reputation. 


HUDSON MOTOR CAR COMPANY 
DETROIT, MICHIGAN 
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You can own an exact duplicate of “Wild Bill” Turner’s 
or Billy Carlson’s record-breaking Maxwells 


Think of owning one of these same Maxwells—think of driving it 
wherever you want to—over any kind of roads—up any kind of hills, 
wherever four wheels can go, the same car for $695. 


ber every “1915” Maxwell is an exact 


Remem 
duplicate of the stock Maxwell Touring 
Cars in iia Bal Turner broke the 













nine miles (up an elevation we 6,000 feet) in 29 
minutes and 1 second, beating the previous world’s 
record by 13 minutes. That’s the kind of hill- 


world’s up Mt. Hamilton, 217-10 miles in climber you get when you get a Maxwell. But, 
48 1-2 minutes, e world’s record by aside from limbing and speed power and en- 
16 1-6 minutes, an ” Carlson broke the durance records, the Maxwell is a comfortable car, 


world’s record up Mt. California, making 


The Maxwell Company’ s Guarantee of Service to Maxwell Owners 


Tee ol other automobile is backed by a more reliable service than that guaranteed every Maxwell owner. More than 2,000 
w 
new’ parts at reasonable prices. 


a beautiful car, and gives real automobile service. 





Maxwell ened Service B: 


tions are so 


great Maxwell 
advantages enjoyed by Maxwell owners. 


Maxwell Five-Passenger Fetiring Car, $695, f. o. b. Detroit. 
Maxwell Roadster, - - 670, f.0.b. Detroit. " 
Maxwell Cabriolet, - 840, f.o. b. Detroit. In Canada, 1,105. 
Any model equipped with ioliateie self-starter, $55 extra. In Canada, $70 extra. 
Order a Maxwell now, and when you want it, you will get your car—not an excuse on delivery days 
Write for beautiful 1915 Maxwell Catalogue. Address Department A. S. 


MAXWELL MOTOR COMPANY, Inc., -. - Detroit, . ne 











In Canada, $ 925. 
In Canada, 900. 


-OmN RY pa IS A MAXWELL SEL al eS st : 








splendid Maxwell dealer service ofgubixation kh is perfected and completed by the chain of Maxwell owned and}? .: 
ranches. Sixteen Service throughout the country that a} 
Maxwell dealer can supply any part for an owner within a few hours if not in his stock. Maxwell Service is one of the site nae 





dealers—in every part of this country— are always ready to give expert advice, to make adjustments, and to supply | 




























